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*Please acknowledge receipt of email* 


Good morning, 

Attached to this email is contract 40500-040-17172496 between Life Resources of Georgia, Inc. and the Georgia 
Department of Public Health (DPH) to serve as the contract management agency responsible for administering the 
Positive Alternatives for Pregnancy & Parenting Program. 

Notes: 

1. The dollar amount indicated on the cover page, as well as in the line item budget (page 128), includes the 
provider costs as determined by the state entity in accordance with solicitation DPH0000126-Positive Alternatives for 
Pregnancy 2017 Section 1.1 Purpose of Procurement. 

2. If the Contractor plan to employ subcontractors for any portion of this agreement, please let me know as 
additional documentation is required for our files. 

Please review the contract thoroughly to ensure mutual agreement as to the content, sign, and return by noon Friday, 
July 28, 2017. 

NOTICE: Please do not contact us with requests or suggestions for changes to the standard form contract language. The 
Georgia Department of Public Health awards hundreds of contracts each year. We utilize standard form contracts that 
were designed to be short, simple, and fair to both parties. Due to the sheer volume of our contracts, we are unable to 
individually negotiate changes to the standard terms and conditions of our contracts. Thank You. 

Action is required on the following pages: 

Page 1, Signature 

Page 16, Vendor Lobbyist Disclosure 

Page 25, Contractor Affidavit (requires notary) 

Pages 142-143, Certificate of Insurance 

Pages 145, 148-150, Business Associate Agreement 

Electronic document signatures and scanned documents with handwritten signatures sent as attachments to e-mail, as 
well as faxes are acceptable and legal forms of communication. If you wish to return electronically using one of these 
methods, please e-mail the signed document(s) to Danika.Fanner@dph.ga.gov or fax to 770-408-5525. 

For returning via traditional postal or parcel service, please print one (1) copy of each, complete and sign all applicable 
pages and return to the following address: 

Georgia Department of Public Health 


l 




Procurement & Contract Services Section 
2 Peachtree Street, N.W., 9-212 
Atlanta, Georgia 30303-3159 
Attention: Jamillia L. Richmond 

Upon receipt of the documents, the DPH Leadership signature will be obtained and executed copies will be emailed 
and/or mailed to you for your records. 

If you have any questions you may contact me at 404-232-1143 or via email at Danika.Fanner@dph.ga.gov. 

Thank You, 

Danika 

Danika S. Fanner, GCPM 

Procurement Manager 

Procurement Services 

Georgia Department of Public Health 

2 Peachtree Street NW, Suite 9-212 

Atlanta, Georgia 30303 

Phone: 404-232-1143 

Fax: 770-408-5525 

Email: Danika.Fanner@dph.qa.qov 


We value your comments! Please take a moment to tell us how we are doing by completing our Procurement Services 
Supplier Satisfaction Survey. 

https://www.survevmonkey.eom/s/763DVHH 


Reader Advisory Notice: Email to and from a Georgia state agency is generally public record, except for content that is confidential under specific laws. 
Security by encryption is applied to all confidential information sent by email from the Georgia Department of Public Health (DPH). This message is only 
intended for specific recipient(s) and may contain privileged, private or sensitive information. If you received this message in error, please delete it and 
contact me. 
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Georgia Department of Public Health 
Contract for Services 


Solicitation Title 

Positive Alternatives for Pregnancy 2017 

Solicitation Number 

DPH0000126 

Contract Number 

40500-040-17172496 

1 . 

This Contract is entered into between the Georgia Department of Public Health and the Contractor named below: 


Life Resources of Georgia, Inc. (hereafter called Contractor) 



2. 

Contract to Begin: Date of Completion: 

6/30/2017 6/29/2018 

Renewals: 

Four (4) 


3. 

Performance Bond, if any: 

N/A 

Other Bonds, if any: 

N/A 



4. Maximum Amount of this Total Financial Obligation of the Total Financial Obligation of the Department 

Contract: Department for the First Fiscal for each Renewal Period if Renewed: 

$3,000,000.00 Year: TBD 


$3,000,000.00 

IN WITNESS WHEREOF, this Contract has been executed by the parties hereto. 

5. 

Life Resources of Georgia, Inc. (hereafter called Contractor) 


Contractor’s Name (If other than an individual, state whether a corporation, partnership, etc.) 


By (Authorized Signature) 


Date Signed 


Printed Name and Title of Person Signing 


Address 


6 . 

Georgia Department of Public Health (hereafter called “DPH” or “Department”) 


By (Authorized Signature) 


Date Signed 


Printed Name and Title of Person Signing 


Address 

2 Peachtree St. NW, 15 th Floor, Atlanta, GA 30303 


7. Authorized Person to Receive Contract Notices for 
Department: 

Business Owner: 

Diane Durrence 

Georgia Department of Public Health 
2 Peachtree St. NW, 11 th Floor 
Atlanta, GA 30303 
Phone: 404-657-2742 
Email: Diane.Durrence@dph.qa.gov 

Contract Administrator: 

Jamillia L. Richmond 

Georgia Department of Public Health 

2 Peachtree St. NW, 9 lh Floor 

Atlanta, GA 30303 

Phone: 404-232-1142 

Email: Jamillia.Richmond@dph.qa.gov 


Authorized Person to Receive Contract Notices for Contractor: 


Business Contact: 

Christina Middleton 

Life Resources of Georgia, Inc. 

Phone: 678-622-5947 

Email: christina@liferesourcesqa.com 

Physical Location: 

6405 Sugarloaf Parkway 
Duluth, GA 30097 

Mailing Address: 

P.O. Box 6375 
Macon, GA 3102 


8. The parties agree to comply with the terms and conditions of the following attachments which are by this reference made a part of 
the Contract: 


Georgia Department of Public Health 
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Attachment 1 : Department of Public Health Terms and Conditions for Contracts for Services 

Attachment 2: Vendor Lobbyist Disclosure (pursuant to Georgia Executive Order Number 10.01.03.01,2003) 


Attachment 3: External Entities Audit Standards and Sanctions (pursuant to 2 CFR Part 200, 45 CFR Part 75.501, 7 CFR 
Part 277.17 Audit Requirements, O.C.G.A. 50-20-1 through 50-20-8 

Attachment4: Contractor Work Authorization Affidavit O.C.G.A. 13-10-91 (b)(1) 

Attachment 5: Solicitation (referenced above) 

Attachment 6: Contractor's Final Response 

Attachment 7: Responsibilities. Deliverables and Payment Schedule 
Attachment 8: Insurance Forms 

Attachment 9: Department of Public Health Form GC-00901A Business Associate Agreement 
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Department of Public Health 
Attachment 1 

Terms and Conditions for Services Contracts 


A. DEFINITIONS AND GENERAL INFORMATION 

1. Definitions. The following words shall be defined as set forth below: 

i. "Contractor" means the provider of the Services under the Contract as identified in 
paragraph 1 on page 1. 

ii. “Department” means the Georgia Department of Public Health. 

iii. "Purchase Instrument" means the documentation issued by the Department to the 
Contractor for a purchase of Services in accordance with the terms and conditions of 
the Contract. The Purchase Instrument should reference the Contract and may include 
an identification of the items to be purchased, the delivery date and location, the 
address where the Contractor should submit the invoices, and any other requirements 
deemed necessary by the Department. 

iv. "Response", "Contractor’s Response" or "Final Response" means the 
Contractor’s response to the RFX, including any modifications or clarifications 
accepted by the Department. 

v. "RFX" means the Request for Proposal, Request for Bid, or other solicitation 
document (and any amendments or addenda thereto) specifically identified in the 
Department Standard Contract Form, which solicitation document was issued 
(electronically or by other means) to solicit the Services that are subject to the 
Contract. 

vi. "Services" means the services and deliverables as provided in the RFX and as further 
described by the Response and the Contract. 

2. Priority of Contract Provisions. The terms of this Contract for Services and these Contract 
Terms and Conditions for Services shall control over any contradictory language appearing in 
any other attached contract document. Any contract terms and conditions included on 
Contractor’s invoices shall not bind the Department. 

3. Reporting Requirements. Contractor shall provide all reports required by the RFX. In 
addition, unless otherwise provided in the RFX, Contractor shall keep a record of the 
purchases made pursuant to the Contract and shall submit a quarterly written report to the 
Department. 

B. DURATION OF CONTRACT 

1. Contract Term. The Contract shall begin and end on the dates specified in the Department 
Standard Contract Form unless terminated earlier in accordance with the applicable terms and 
conditions. 
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2. Contract Renewal. If renewals are authorized on paragraph 2 on page 1, the Department 
shall have the option, in its sole discretion, to renew the Contract for additional one-year terms 
by giving the Contractor written notice of the renewal decision. Upon the Department's 
election, in its sole discretion, to renew any part of this Contract, Contractor shall remain 
obligated to perform in strict accordance with this Contract unless otherwise agreed by the 
Department and the Contractor. The Contract shall be renewed at the same amount with the 
same deliverables unless otherwise agreed upon. 

C. DESCRIPTION OF SERVICES 

1. Specification in Bidding Documents. All Services shall be provided in accordance with the 
specifications contained in the RFX, the terms of the Contract, and as further described in 
Contractor's Response. 

2. Product Shipment and Delivery. All products, if any, shall be shipped F.O.B. destination. 
Destination shall be the location(s) specified in the RFX or any provided Purchase Instrument. 
All items shall be at the Contractor’s risk until they have been delivered and accepted by the 
receiving entity. All items shall be subject to inspection on delivery. Hidden damage will 
remain the responsibility of the Contractor to remedy without cost to the Department, 
regardless of when the hidden damage is discovered. 

D. COMPENSATION 

1. Pricing and Payment. The Contractor will be paid for the Services sold pursuant to the 
Contract in accordance with the RFX and final pricing documents as incorporated by 
paragraph 6 on page 1. Unless clearly stated otherwise in the Contract, all prices are fixed 
and are not subject to variation. Prices include, but are not limited to freight, insurance, fuel 
surcharges and customs duties. 

2. Billings. If applicable, and unless the RFX provides otherwise, the Contractor shall submit, on 
a regular basis, an invoice for the Services supplied to the Department under the Contract at 
the billing address specified in the Purchase Instrument or Contract. The Department shall pay 
all approved invoices in arrears. 

Unless otherwise agreed in writing by the Department and the Contractor, the Contractor shall 
not be entitled to receive any other payment or compensation from the Department for 
Services provided by or on behalf of the Contractor under the Contract. The Contractor shall 
be solely responsible for paying all costs, expenses and charges it incurs in connection with its 
performance under the Contract. 

3. Delay of Payment Due to Contractor’s Failure. If the Department in good faith determines 
that the Contractor has failed to perform or deliver Services as required by the Contract, the 
Contractor shall not be entitled to any compensation under the Contract until such Services 
are properly performed. In this event, the Department may withhold that portion of the 
Contractor’s compensation which represents payment for Services that were not delivered or 
performed. To the extent that the Contractor’s failure to perform or deliver in a timely manner 
causes the Department to incur costs, the Department may deduct the amount of such 
incurred costs from any amounts payable to Contractor. The Department’s authority to deduct 
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such incurred costs shall not affect the Department’s authority to terminate the Contract. 


4. Set-Off Against Sums Owed by the Contractor. In the event that the Contractor owes the 
Department any sum under the terms of the Contract, the Department may set off the sum 
owed to the Department against any sum owed by the Department to the Contractor in the 
Department’s sole discretion. 

E. TERMINATION 

1. Summary Termination. The Department may terminate the Contract for any one or more of 
the following reasons effective immediately without advance notice: 

i. The revocation of loss of any certification or license which Contractor is required to 
have as a condition precedent to providing such Services; 

ii. The Department determines that the actions, or failure to act, of the Contractor, its 
agents, employees or subcontractors have caused, or reasonably could cause, a risk 
to life, health, or safety; 

iii. The Contractor fails to comply with confidentiality laws or obligations; 

iv. The Contractor furnished any statement, representation or certification in connection 
with the Contract or the bidding process which is materially false, deceptive, incorrect 
or incomplete; or 

v. Pursuant to O.C.G.A. Section 50-5-64, if the Department determines, in its sole 
discretion, that appropriated and otherwise unobligated funds are no longer available to 
satisfy the obligations of the Department under this contract. 

2. Termination for Cause. The occurrence of any one or more of the following events shall 
constitute cause for the Department to declare the Contractor in default, and to terminate the 
Contract if such default is not cured to the Department’s satisfaction within thirty days after 
receiving written notice of default: 

i. The Contractor fails to deliver or has delivered nonconforming Services, or fails to 
perform, to the Department’s satisfaction, any material requirement of the Contract, or 
is in violation of a material provision of the Contract, including, but without limitation, 
the express warranties made by the Contractor; 

ii. The Department determines that satisfactory performance of the Contract is 
substantially endangered or that a default is likely to occur; 

iii. The Contractor fails to make substantial and timely progress toward performance of the 
Contract; 

iv. The Contractor terminates or suspends its business, or the Department reasonably 
believes that the Contractor has become insolvent or unable to pay its obligations as 
they accrue consistent with applicable federal or state law; 
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v. The Contractor has failed to comply with applicable federal, state and local laws, rules, 
ordinances, regulations and orders when performing within the scope of the Contract; 

vi. The Contractor has engaged in conduct that has or may expose the Department or the 
State to liability, as determined in the Department’s sole discretion; or 

vii. The Contractor has infringed any patent, trademark, copyright, trade dress or any other 
intellectual property rights of the Department, the State, or a third party. 

3. Termination For Convenience. Following thirty days’ written notice, the Department may 
terminate the Contract in whole or in part without the payment of any penalty or incurring any 
further obligation to the Contractor. Following termination for convenience, the Contractor 
shall be entitled to compensation, upon submission of invoices and proper proof of claim, for 
Services provided under the Contract to the Department up to and including the date of 
termination. 

4. The Contractor’s Termination Duties. Upon receipt of notice of termination or upon request 
of the Department, the Contractor shall: 

i. Cease work under the Contract and take all necessary or appropriate steps to limit 
disbursements and minimize costs, and furnish a report within thirty days of the date of 
notice of termination, describing the status of all work under the Contract, including, 
without limitation, results accomplished, conclusions resulting therefrom, and any other 
matters the Department may require; 

ii. Immediately cease using and return to the State, any personal property or materials, 
whether tangible or intangible, provided by the State to the Contractor; 

iii. Comply with the State’s instructions for the timely transfer of any active files and work 
product produced by the Contractor under the Contract; 

iv. Cooperate in good faith with the Department and its employees, agents and 
contractors during the transition period between the notification of termination and the 
substitution of any replacement contractor; and 

v. Immediately return to the Department any payments made by the Department for 
Services that were not delivered or rendered by the Contractor. 

F. CONFIDENTIAL INFORMATION 

1. Access to Confidential Data. The Contractor’s employees, agents and subcontractors may 
have access to confidential data maintained by the State to the extent necessary to carry out 
the Contractor's responsibilities under the Contract. All information received pursuant to the 
Contract is confidential and shall remain the property of the Department unless otherwise 
designated by the Department. 

i. The Contractor shall provide to the State a written description of the Contractor's 
policies and procedures to safeguard confidential information; 
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ii. Policies of confidentiality shall address, as appropriate, information conveyed in verbal, 
written, and electronic formats; 

iii. The Contractor must designate one individual who shall remain the responsible 
authority in charge of all data collected, used, or disseminated by the Contractor in 
connection with the performance of the Contract; and 

iv. The Contractor shall provide adequate supervision and training to its agents, 
employees and subcontractors to ensure compliance with the terms of the Contract. 

The private or confidential data shall remain the property of the State at all times. 
Some Services performed for the Department may require the Contractor to sign a 
nondisclosure agreement. Contractor understands and agrees that refusal or failure to 
sign such a nondisclosure agreement, if required, may result in termination of the 
Contract. 

2. No Dissemination of Confidential Data. No confidential data collected, maintained, or used 
in the course of performance of the Contract shall be disseminated except as authorized by 
law and with the written consent of the State, either during the period of the Contract or 
thereafter. Any data supplied to or created by the Contractor shall be considered the property 
of the State. The Contractor must return any and all data collected, maintained, created or 
used in the course of the performance of the Contract, in whatever form it is maintained, 
promptly at the request of the State. 

3. Subpoena. In the event that a subpoena or other legal process is served upon the Contractor 
seeking records containing confidential information, the Contractor shall promptly notify the 
State and cooperate with the State in any lawful effort to protect the confidential information. 

4. Reporting of Unauthorized Disclosure. The Contractor shall immediately report to the State 
any unauthorized disclosure of confidential information. 

5. Survives Termination. The Contractor’s confidentiality obligation under the Contract shall 
survive termination of the Contract. 

G. INDEMNIFICATION 

1. Contractor's Indemnification Obligation. The Contractor agrees to indemnify and hold 
harmless the State Government Tort Claims Fund, the Department, and its officers, 
employees, agents, and volunteers (collectively "Indemnified Parties") from any and all costs, 
expenses, losses, claims, damages, liabilities, settlements and judgments, related to or arising 
from: 


i. Any breach of the Contract; 

ii. Any negligent, intentional, or wrongful act or omission of the Contractor or its 
employees, agents, or subcontractors; 

iii. Any failure of Services to comply with applicable specifications, warranties, and 
certifications under the Contract; 
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iv. The negligence or fault of the Contractor in design, testing, development, manufacture, 
or otherwise with respect to the Services provided under the Contract; 

v. Claims, demands, or lawsuits that, with respect to any goods that may be furnished 
under this Contract, allege product liability, strict product liability, or any variation 
thereof; 

vi. The Contractor’s performance or attempted performance of the Contract, including any 
employee, agent or subcontractor utilized or employed by the Contractor; 

vii. Any failure by the Contractor to make all reports, payments and withholdings required 
by federal and state law with respect to social security, employee income and other 
taxes, fees or costs required by the Contractor to conduct business in the State of 
Georgia or the United States; 

viii. Any infringement of any copyright, trademark, patent, trade dress, or other intellectual 
property right; or 

ix. Any failure by the Contractor to adhere to the confidentiality provisions of the Contract. 

2. Patent/Copyright Infringement Indemnification. Contractor shall, at its own expense, be 
entitled to and shall have the duty to assist in the defense of any suit instituted against the 
State and indemnify the State against any award of damages and costs made against the 
State in such suit insofar as the same is based on any claim that any of the Services 
constitutes an infringement of any United States Letters Patent or copyright, provided the 
State gives the Contractor immediate notice in writing of the institution of such suit, permits 
Contractor to fully participate in the defense of the same, and gives Contractor all available 
information, assistance and authority to enable Contractor to do so. Contractor shall have 
the right to enter into negotiations for and the right to effect settlement or compromise of any 
such action, but no such settlement shall be binding upon the State unless approved by the 
State. 

In case any of the Services is in any suit held to constitute infringement and its use is enjoined, 
Contractor shall, at its option and expense: 

i. Procure for the State the right to continue using the Services; 

ii. Replace or modify the same so that it becomes non-infringing; or 

iii. Remove the same and cancel any future charges pertaining thereto. 

Contractor, however, shall have no liability to the State if any such patent, or Copyright 
infringement or claim thereof is based upon or arises out of any patent or copyright in which 
the Department or any affiliate or subsidiary of the Department has any direct interest by 
license or otherwise. 

3. Survives Termination. The indemnification obligation of the Contractor shall survive 
termination of the Contract. 
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H. INSURANCE 


Contractor shall provide all insurance as required by the RFX. 

I. BONDS 

The Contractor shall provide all required bonds in accordance with the terms of the RFX and as 

stated in paragraph 3 on page 1. 

J. WARRANTIES 

1. Construction of Warranties Expressed in the Contract with Warranties Implied by Law. 

All warranties and representations made by the Contractor and its subcontractors in the 
Contract and the Contractor’s Response, whether or not the Contract specifically denominates 
warranties and representations as a warranty or whether the warranty is created only by the 
Contractor’s affirmation or promise, or is created by a description of the Services to be 
provided, or by provision of samples to the State shall not be construed as limiting or negating 
any warranty provided by law, including without limitation, warranties which arise through 
course of dealing or usage of trade, the warranty of merchantability, and the warranty of 
fitness for a particular purpose. The warranties expressed in the Contract are intended to 
supplement any warranties that may be implied or imposed by law. 

2. Warranty - Nonconforming Services and Goods. All Services and any goods delivered by 
Contractor to the Department shall be free from any defects in design, material, or 
workmanship. If any Services or goods offered by the Contractor are found to be defective in 
material or workmanship, or do not conform to Contractor’s warranty, then the Department 
shall have the option of remedying same at Contractor’s expense. Payment by the 
Department shall not constitute acceptance or relieve the Contractor of any obligation under 
the Contract. 

3. Compliance with Federal Safety Acts. Contractor warrants and guarantees to the State that 
the Services provided under the Contract are in compliance with Sections 5 and 12 of the 
Federal Trade Commission Act; the Fair Packaging and Labeling Act; the Federal Food, Drug, 
and Cosmetic Act; the Consumer Product Safety Act; the Federal Environmental Pesticide 
Control Act; the Federal Hazardous Substances Act; the Fair Labor Standards Act; the Wool 
Products Labeling Act; the Flammable Fabrics Act; the Occupational Safety and Health Act; 
the Office of Management and Budget A-110 Appendix A; and the Anti-Kickback Act of 1986. 

4. Conformity with Contractual Requirements. Originality and Title to Concepts, Materials, 
and Goods Produced. Contractor represents and warrants that the Services provided to the 
State shall be wholly original with the Contractor or that the Contractor has secured all 
applicable interests, rights, licenses, permits or other intellectual property rights necessary to 
provide such Services. 

5. Title to Property. The Contractor represents and warrants that title to any property assigned, 
conveyed or licensed to the State is good and that transfer of title or license to the State is 
rightful and that all property shall be delivered free of any security interest or other lien or 
encumbrance. Title to any supplies, materials, or equipment shall remain in the Contractor 
until fully paid for by the Department. Except as otherwise expressly authorized by the 
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Department, all materials produced by Contractor personnel in performance of Services, 
including but not limited to software, charts, graphs, diagrams, video tapes and other project 
documentation shall be deemed to be work made for hire and shall be the property of the 
State of Georgia. 

6. Industry Standards. The Contractor warrants that all aspects of the Services provided by it 
shall at a minimum conform to the standards in the Contractor’s industry. This requirement 
shall be in addition to any express warranties, representations, and specifications included in 
the Contract, which shall take precedence. 

7. Contractor's Personnel and Staffing. Contractor warrants that all persons assigned to 
perform the Services under this Contract are either lawful employees of Contractor or lawful 
employees of a Subcontractor authorized by the Department. All of Contractor or any 
subcontractor's personnel shall comply with the confidentiality requirements of the Contract 
and the security requirements of the applicable Department while on state property. In the 
event that any of Contractor or subcontractor's personnel do not comply with such 
confidentiality and security requirements, the Department may have the personnel removed 
from State premises. 

All persons assigned to perform the Services under this Contract shall be qualified to perform 
such Services. Personnel assigned by Contractor shall have all professional licenses required 
to perform the Services. If the Department believes that the performance or conduct of any 
person employed or retained by Contractor to perform any Services hereunder is 
unsatisfactory for any reason or is not in compliance with the provisions of this Contract, the 
Department shall notify Contractor in writing and Contractor shall promptly address the 
performance or conduct of such person, or, at the Department's request, immediately replace 
such person with another person acceptable to the Department and with sufficient knowledge 
and expertise to perform the Services in accordance with this Contract. 

Contractor warrants that an adequate number of appropriately qualified personnel will be 
employed and available to provide the Services in accordance with the schedule and 
maintenance requirements set forth in the RFX and this Contract. 

K. PRODUCT RECALL 

If this Contract includes the provision of goods and in the event that any of the goods are 
found by the Contractor, the State, any governmental agency, or court to contain a defect, 
serious quality or performance deficiency, or not to be in compliance with any standard or 
requirement so as to require or make advisable that such goods be reworked or recalled, the 
Contractor will promptly communicate all relevant facts to the Department and undertake all 
corrective actions, including those required to meet all obligations imposed by laws, 
regulations, or orders, and shall file all necessary papers, corrective action programs, and 
other related documents, provided that nothing contained in this section shall preclude the 
Department from taking such action as may be required of it under any such law or regulation. 
The Contractor shall perform all necessary repairs or modifications at its sole expense except 
to any extent that the Contractor and the State shall agree to the performance of such repairs 
by the State upon mutually acceptable terms. 

L. CONTRACT ADMINISTRATION 
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1. Order of Preference. In the case of any inconsistency or conflict among the specific 
provisions of the Department Standard Contract Terms and Conditions (including any 
amendments accepted by both the Department and the Contractor attached hereto), the RFX 
(including any subsequent addenda), and the Contractor’s Response, any inconsistency or 
conflict shall be resolved as follows: 

i. First, by giving preference to the specific provisions of the Department Standard 
Contract Terms and Conditions. 

ii. Second, by giving preference to the specific provisions of the RFX. 

iii. Third, by giving preference to the specific provisions of the Contractor’s Response, 
except that objections or amendments by a Contractor that have not been explicitly 
accepted by the Department in writing shall not be included in this Contract and shall 
be given no weight or consideration. 

2. intent of References to Bid Documents. The references to the parties' obligations, which 
are contained in this document, are intended to supplement or clarify the obligations as stated 
in the RFX and the Contractor’s Response. The failure of the parties to make reference to the 
terms of the RFX or the Contractor’s Response in this document shall not be construed as 
creating a conflict and will not relieve the Contractor of the contractual obligations imposed by 
the terms of the RFX and the Contractor’s Response. The contractual obligations of the 
Department cannot be implied from the Contractor’s Response. 

3. Compliance with the Law. The Contractor, its employees, agents, and subcontractors shall 
comply with all applicable federal, state, and local laws, rules, ordinances, regulations and 
orders now or hereafter in effect when performing under the Contract, including without 
limitation, all laws applicable to the prevention of discrimination in employment and the use of 
targeted small businesses as subcontractors or contractors. The Contractor, its employees, 
agents and subcontractors shall also comply with all federal, state and local laws regarding 
business permits and licenses that may be required to carry out the work performed under the 
Contract. Contractor and Contractor's personnel shall also comply with all State and 
Department policies and standards in effect during the performance of the Contract, including 
but not limited to the Department’s policies and standards relating to personnel conduct, 
security, safety, confidentiality, and ethics. 

4. Drug-free Workplace. The Contractor hereby certifies as follows: 

i. Contractor will not engage in the unlawful manufacture, sale, distribution, dispensation, 
possession, or use of a controlled substance or marijuana during the performance of 
this Contract; and 

ii. If Contractor has more than one employee, including Contractor, Contractor shall 
provide for such employees a drug-free workplace, in accordance with the Georgia 
Drug-free Workplace Act as provided in O.C.G.A. Section 50-24-1 et seq., throughout 
the duration of this Contract; and 
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iii. Contractor will secure from any subcontractor hired to work on any job assigned under 
this Contract the following written certification: "As part of the subcontracting 
agreement with (Contractor's Name), (Subcontractor's Name) certifies to the contractor 
that a drug-free workplace will be provided for the subcontractor's employees during 
the performance of this Contract pursuant to paragraph 7 of subsection (b) of Code 
Section 50-24-3”. 

5. Boycott of the Nation of Israel Prohibited. The Contractor certifies that it is not currently 
engaged in a boycott of the nation of Israel, and that it will not engage in such a boycott for the 
duration of this contract. 

6. Amendments. The Contract may be amended only through a writing signed by both parties. 
If the contract award exceeds the delegated purchasing authority of the Department, then the 
Department must obtain approval of the amendment from the Department of Administrative 
Services (DOAS). 

6. Third Party Beneficiaries. There are no third-party beneficiaries to the Contract. The 
Contract is intended only to benefit the State and the Contractor. 

7. Choice of Law and Forum. The laws of the State of Georgia shall govern all matters arising 
out of or in connection with this Contract without regard to the choice of law provisions of State 
law. In the event any civil action is commenced in connection with this Contract, such civil 
action shall be brought in the State or Superior Court of Fulton County, Georgia. This 
provision shall not be construed as waiving any immunity to suit or liability, including without 
limitation sovereign immunity, which may be available to the State. 

8. Notice of Intent to Litigate and Alternative Dispute Resolution Procedures. No civil 
action with respect to any dispute, claim, or controversy arising out of or relating to this 
Contract may be commenced without first giving fourteen calendar days written notice of the 
claim and the intent to initiate a civil action. At any time prior to the commencement of a civil 
action, the State may elect to submit the matter to non-binding mediation or to binding 
arbitration. The parties will cooperate with one another in selecting a mediator or arbitrator 
and in scheduling the mediation or arbitration proceedings. Venue for the mediation or 
arbitration will be in Atlanta, Georgia; provided, however, that any mediation proceedings may 
be conducted by teleconference with the consent of the mediator. The parties covenant that 
they will participate in the mediation in good faith. 

All offers, promises, conduct and statements, whether oral or written, made in the course of 
the mediation by any of the parties, their agents, employees, experts and attorneys, and by the 
mediator or employees of any mediation service, are inadmissible for any purpose (including 
but not limited to impeachment) in any proceeding involving the parties, provided that evidence 
that is otherwise admissible or discoverable shall not be rendered inadmissible or non- 
discoverable as a result of its use in the mediation. 

No party may commence a civil action with respect to any matters submitted to mediation until 
forty-five days after the completion of the initial mediation session. 

9. Assignment and Delegation. The Contract may not be assigned, transferred or conveyed in 
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whole or in part without the prior written consent of the Department. 


10. Use of Third Parties. Except as may be expressly agreed to in writing by the Department, 
Contractor shall not subcontract, assign, delegate or otherwise permit anyone other than 
Contractor or Contractor's personnel to perform any of Contractor's obligations under this 
Contract or any of the work subsequently assigned under this Contract. No subcontract which 
Contractor enters into with respect to performance of obligations or work assigned under the 
Contract shall in any way relieve Contractor of any responsibility, obligation or liability under 
this Contract and for the acts and omissions of all subcontractors, agents, and employees. All 
restrictions, obligations and responsibilities of the Contractor under the Contract shall also 
apply to the subcontractors. Any contract with a subcontractor must also preserve the rights of 
the Department. The Department shall have the right to request the removal of a 
subcontractor from the Contract for good cause. 

11. Integration. The Contract represents the entire agreement between the parties. The parties 
shall not rely on any representation that is not included in the Contract. Unless otherwise 
specified in the Contract, this Contract supersedes all prior contracts or agreements between 
the Department and the Contractor for the Services provided in connection with the Contract. 

12. Not a Joint Venture. Nothing in the Contract shall be construed as creating or constituting 
the relationship of a partnership, joint venture, or principal and agency relationship between 
the parties. Neither Contractor nor any of Contractor's agents, servants, employees, 
subcontractors or contractors shall become or be deemed to become agents, servants, or 
employees of the State. 

13. Waiver. Except as specifically provided for in a waiver signed by duly authorized 
representatives of the Department and the Contractor, failure by either party at any time to 
require performance by the other party or to claim a breach of any provision of the Contract 
shall not be construed as affecting any subsequent right to require performance or to claim a 
breach. 

14. Severability. If any provision of the Contract is determined to be invalid or unenforceable, 
such determination shall not affect the validity or enforceability of any other part or provision of 
the Contract. Further, if any provision of the Contract is determined to be unenforceable by 
virtue of its scope, but may be made enforceable by a limitation of the provision, the provision 
shall be deemed to be amended to the minimum extent necessary to render it enforceable 
under the applicable law. 

15. Time is of the Essence. Time is of the essence with respect to the performance of the terms 
of the Contract. 

16. Record Retention and Access. The Contractor shall maintain books, records and 
documents in accordance with generally accepted accounting principles and procedures and 
which sufficiently and properly document and calculate all charges billed to the State 
throughout the term of the Contract for a period of at least five years following the date of final 
payment, termination, or completion of any required audit, whichever is later. Records to be 
maintained include both financial records and service records. The Contractor shall permit the 
Auditor of the State of Georgia or any authorized representative of the State, and where 
federal funds are involved, the Comptroller General of the United States, or any other 
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authorized representative of the United States government, to access and examine, audit, 
excerpt and transcribe any directly pertinent books, documents, papers, electronic or optically 
stored and created records or other records of the Contractor relating to orders, invoices or 
payments or any other documentation or materials pertaining to the Contract, wherever such 
records may be located during normal business hours. The Contractor shall not impose a 
charge for audit or examination of the Contractor’s books and records. If an audit discloses 
incorrect billings or improprieties, the State reserves the right to charge the Contractor for the 
cost of the audit and appropriate reimbursement. Evidence of criminal conduct will be turned 
over to the proper authorities. 

17. Debarred, Suspended, and Ineligible Status. Contractor warrants that neither Contractor 
nor any of its subcontractors has been debarred, suspended, or declared ineligible by any 
agency of the State of Georgia, or as defined in the Federal Acquisition Regulation (FAR) 48 
C.F.R. Ch.1 Subpart 9.4. Contractor will immediately notify the Department if Contractor is 
debarred by the State or placed on the Consolidated List of Debarred, Suspended, and 
Ineligible Contractors by a federal entity. 

18. Use of Name or Intellectual Property. Contractor agrees it will not use the name of the 
Georgia Department of Public Health or any intellectual property owned by the State of 
Georgia, including but not limited to State trademarks or logos, in any manner, including 
commercial advertising or as a business reference, without the express prior written consent of 
the Department. 

19. Taxes. Contractor is responsible for the payment of any federal taxes that may be due on 
goods or services provided under this Contract, including income tax withholding and payroll 
taxes. The Department is exempt from State and Local Sales and Use Taxes. Tax Exemption 
Certificates will be furnished upon request. 

20. Certification Regarding Sales and Use Tax. By executing the Contract the Contractor 
certifies it is either (a) registered with the State Department of Revenue, collects, and remits 
State sales and use taxes as required by Georgia law, including Chapter 8 of Title 48 of the 
O.C.G.A.; or (b) not a “retailer” as defined in O.C.G.A. Section 48-8-2. 

21. Obligations Beyond Contract Term. All obligations of the Contractor incurred or existing 
under the Contract as of the date of expiration, termination or cancellation will survive the 
termination, expiration or conclusion of the Contract. 

22. Further Assurances and Corrective Instruments. The Department and the Contractor 
agree that they will, from time to time, execute, acknowledge and deliver, or cause to be 
executed, acknowledged and delivered, such supplements hereto and such further documents 
as may reasonably be required for carrying out the Contract. 

23. Transition Cooperation and Cooperation with other Contractors. Contractor agrees that 
upon termination of this Contract for any reason, it shall provide sufficient efforts and 
cooperation to ensure an orderly and efficient transition of services to the State or another 
contractor. The Contractor shall provide full disclosure to the State and the third-party 
contractor about the equipment, software, or services required to perform the Services for the 
State. The Contractor shall transfer licenses or assign agreements for any software or third- 
party services used to provide the Services to the State or to another contractor. 
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Further, in the event that the State has entered into or enters into agreements with other 
contractors for additional work related to Services rendered under the Contract, Contractor 
agrees to cooperate fully with such other contractors. Contractor shall not commit any act, 
which will interfere with the performance of work by any other contractor. 
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ATTACHMENT 2 

VENDOR LOBBYIST DISCLOSURE AND REGISTRATION CERTIFICATION FORM 


Pursuant to Executive Order Number 10.01.03.01 (the “Order”), which was signed by Governor Sonny 
Perdue on October 1, 2003, Contractors with the state are required to complete this form. The Order 
requires “Vendor Lobbyists,” defined as those who lobby state officials on behalf of businesses that 
seek a contract to sell goods or services to the state or those who oppose such a contract, to certify 
that they have registered with the State Ethics Commission and filed the disclosures required by 
Article 4 of Chapter 5 of Title 21 of the Official Code of Georgia Annotated. Consequently, every 
vendor desiring to enter into a contract with the state must complete this certification form. False, 
incomplete, or untimely registration, disclosure, or certification shall be grounds for termination of the 
award and contract and may cause recoupment or refund actions against Contractor. 

In order to be in compliance with Executive Order Number 10.01.03.01, please complete this 
Certification Form by designating only one of the following: 

□ Contractor does not have any lobbyist employed, retained, or affiliated with the Contractor 
who is seeking or opposing contracts for it or its clients. Consequently, Contractor has not 
registered anyone with the State Ethics Commission as required by Executive Order Number 
10.01.03.01 and any of its related rules, regulations, policies, or laws. 

□ Contractor does have lobbyist(s) employed, retained, or affiliated with the Contractor who are 
seeking or opposing contracts for it or its clients. The lobbyists are: 


Contractor states, represents, warrants, and certifies that it has registered the above named 
lobbyists with the State Ethics Commission as required by Executive Order Number 
10.01.03.01 and any of its related rules, regulations, policies, or laws. 

□ Contractor is a Georgia state agency. 


CONTRACTOR NAME (print): 


BY: 


SIGNATURE DATE 
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ATTACHMENT 3 



f . .. _/ Al .t;,, *-j-1 »*. 


GEORGIA DEPARTMENT OF PUBLIC HEALTH 
POLICY # AU-02001 

EXTERNAL ENTITIES AUDIT STANDARDS AND 
SANCTIONS POLICY 



To ensure that those non-federal entities which receive funds from the Department of 
Public Health (DPH) conform to the standards and requirements imposed by federal and 
state law and by DPH s Contracts Sanctions are imposed on those entities that do not 
comply with the standards and/or audit requirements 

1.1 AUTHORITY - The Georgia Department of Public Health (DPH) External Entities 
Audit Standards and Sanction Policy is published under the authority of DPH and m 
compliance with the following 

111 Official Code of Georgia Annotated (OCGA), Sections 

50-20-1 through 50-20-8 as amended, 1998 Legislative Session 
Single Audit Act Amendments of 1996 (PL 104-156) 

1.1.2 2 CFR Part 200 

CFR Title 45. Part 75 501 

CFR Title 7 Part 277 17 entitled Audit Requirements 

Standards for Audit of Governmental Organizations Programs Activities 
and Functions 


2.0 SCOPE 

This policy applies to all non-federal entities which receive funds from the Department 
of Public Health (DPH) 
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3.0 POLICY 

Entities that contract with the Department must meet certain financial reporting 
requirements. These requirements are defined in: the Single Audit Act Amendment of 
1996: 2 CFR Part 200.501; Contract Provisions; DPH Policy; and Title 50. Chapter 20, 
Sections 1 through 8 of the Official Code of Georgia Annotated. The requirements vary 
according to the dollar amount expended by the entity during its accounting year. The 
DPH Office of Audits and the Public Health Programmatic Officers/Business Owners have 
certain responsibilities that are delineated below Several words and phrases are used in 
these procedures that may have meaning that is special to these procedures. These 
words and phrases are defined below along with the addresses of the Public Health Office 
of Audits and the State Department of Audits: 

Public Health Office of Audits Public Health Office of Audits 

Two Peachtree Street, NW 
Suite 9-100 

Atlanta, Georgia 30303-3142 

State Department of Audits: State Department of Audits and Accounts 

Professional Practices Division, Suite 214 
254 Washington Street. SW 
Atlanta. Georgia 30334-8400 


4.0 DEFINITIONS 

4.1 Budget Category - A numbering system used for budget and accounting purposes 
that corresponds to a specific program name. Numbers reduce chances of 
confusion with similar program names. 

4.2 Contractor’s Fiscal Year - The 12-month accounting period established by the 
entity as its business year, which is on file with the U S. Internal Revenue Service 
as the basis for filing required for tax and Tax Exempt Status Returns. 

4.3 Entity - An organization receiving funds from DPH exclusive of Public Health field 
offices 

4.4 Expense Category - A numbenng system corresponding to a list of specific 
services within a Budget Category, where the amount of funds used to pay for the 
service are recorded for accounting purposes. 

4.5 Independent Auditor - 

4.5.1 A Certified Public Accountant (CPA); or 

4.5.2 A Registered Public Accountant (RPA) licensed on or before December 31, 
1970; or 
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4.5.3 A government Auditor located outside the staff or line management function 
of the unit under audit. 

To be Independent, the auditor's relationship with the auditee is of such an 
'arm s length" nature so as to preclude any appearance of bias, or any 
obligation to or interest in the auditee, its management or its owners. 
Relationships or combinations of relationships with the auditee must not 
create any conflict of Interest that impairs the auditor's integrity and 
objectivity with respect to the audit engagement. It is mappropnate in some 
circumstances for auditors to perform both audit and non-audit services for 
the same client. 

4.5.4 Major Program - A federally funded program determined by the auditor to 
be a major program In accordance with 2 CFR Part 200. Section..518 or a 
program defined as a major program by a federal agency. 

4.5.5 Non-Federal Entity - A state, local government, or a nonprofit organization. 

4.5.6 Non-Profit Organization - Any corporation, trust, association, cooperative, 
or other organization that Is operated primarily for scientific, educational, 
service, charitable, or similar purposes in the public interest; is not 
organized primarily for profit; and uses its net proceeds to maintain, 
improve, or expand its operations 

4.5.7 Program • A grouping of activities and resources to accomplish a mission 
with specific goals and objectives. Some programs have names, some 
have numbers, and some have both. Usually programs are budgeted by 
number for ease of tracking and to reduce potential confusion. Budget 
categories can and are considered to be programs. Federal programs are 
considered to be those activities that are or can be assigned a single 
number in the Catalog of Federal Domestic Assistance (CFDA). When no 
CFDA number is assigned, all federal awards from the same agency made 
for the same purpose are to be combined and considered one program 
Throughout this procedure, the term "program" refers either to a named 
activity or an activity that is numbered 

4.5.8 Public Entity • Includes, but is not limited to: state and local governments 
and their instrumentalities; authorities; county Boards of Health; Community 
Service Boards; and District Attorneys (judicial circuits) operating programs 
through contracts with DPH. 

4.5.9 Sanctions - Penalties imposed by the Department on those fund recipients 
who do not abide by their contract requirements for audit reports and fail to 
comply with state law regarding timeliness. Sanctions may Include: 
reimbursements being withheld, contracts being canceled, recoupment of 
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funds, and denial of further contracts with the Department for a period of 12 
months. 

4.5.10 Schedule ot State Awards Expended - A schedule arranged by state 
program name and contract number that reflects revenues, expenditures, or 
expenses and amounts owed to and due from each state organization. 
Amounts listed for each program should include federal funds that pass 
through state organizations to the entity. 

5.0 RESPONSIBILITIES 

The Inspector General, Office of Audits shall ensure compliance to this policy and 
procedure 

6.0 PROCEDURES 

Prior to executing a contract between the DPH and a non-profit organization, the 
organization furnishes a previous years audit. If the entity has been in existence for less 
than a year, then they furnish unaudited financial statements. If no audit or unaudited 
financial statements are on record with DPH, the following procedure Is followed: 

6.1 REQUIREMENTS PRIOR TO CONTRACT 

6.1.1 The contracting Division or Section requests such audit or financial 
statements as part of its negotiation or solicitation process 

6.1.2 The entity furnishes an audit report (or unaudited financial statements, if 
appropnate) to the DPH Division of Operations. Procurement and Contract 
Administration Section, as a part of its contract package 

6.1.3 When it is received, the financial Information is forwarded to the DPH Office 
of Audits for a compliance review 

6 1.4 The Office of Audits reviews the information and determines compliance 
with O.C.G.A. Section 50-20-1 through 5Q-2Q-6 . as amended, 1998 
Legislative Session, 

6.1.5 The Office of Audits notifies the Contracts Section of the Division ot 
Operations and/or the Programmatic Officer/Business Owner of the results 
of its review. For instances of non-compliance with requirements, the 
omitted items are specified 

6.2 ENTITIES EXPENDING $750,000 OR MORE IN FEDERAL FUNDS 

All entitles expending S750, 000 or more In federal funds during their fiscal year 


Page 20 of 150 















Department of Public Health 

POLICY AND PROCEDURES 

Policy No. 

AU-02001 

Elfective Date 
Page No. 

07/01/11 r Revision «: | 1 

EXTERNAL ENTITIES AUDIT STANDARDS 
AND SANCTIONS 

5 of 8 


comply with: the provisions of the Single Audit Act Amendments of 1996 and their 
Implementing regulation - 2 CFR Part 200.601; with contract provisions: and with 
DPH Policy. Non-profit organizations must comply with the provisions of the 
O.C.G.A. Annotated. Section 50-20*1 through 50-20-8. as amended, 1998 
Legislative Session. Audits of nonprofit organizations also Include a Schedule of 
Slate Awards Expended. 

These entitles obtain a single entitv-wlde audit of their financial records performed 
by an Independent auditor. The audit covers all financial activities for the fiscal 
year and is conducted In accordance with Generally Accepted Government 
Auditing Standards Issued by the Comptroller General of the United States. 

Audits for public entitles Include, for those contracts that were completed during the 
audit period, a Statement of Revenues and Expenditures Compared to Budget. 
presented by program name or contract name and number. This statement is 
presented by contract name and number lor the entire contract period Audits of 
public entities also Include a Schedule of State Awards Expended 

The entity files one copy of the independent auditor's report with the Audit Director, 
DPH Office of Audit, within 180 days after the end of the organization's fiscal year. 
Additionally, private nonprofit organizations submit one copy of the report to the 
State Department of Audits and Accounts within the same time period. 

If an extension of the time period is desired, the State Department of Audits (for 
private nonprofit entities) or the DPH Office of Audits (for public entitles) may waive 
the requirement for completion If a request is made that shows good cause The 
waiver Is tor an additional period of not more than 90 days, and no such waiver is 
granied for more than two successive years to the same entity. A plan of 
corrective action for all deficiencies disclosed in the audit report is submitted with 
the audit report. 

6.3 ENTITIES EXPENDING $100,000 OR MORE IN FEDERAL FUNDS 

All entities expending $100,000 or more in state funds during their fiscal year 
comply with contract provisions and DPH policy Nonprofit organizations also 
comply with the provisions of the O.C.G.A. Annotated. Section 50-20-1 through 50- 
20-8, as amended. 1998 Legislative Session. Audits of nonprofit organizations 
also Include a Schedule of State Awards Expended. 

These entitles obtain an entltv-wide audit of tholr financial records performed by an 
independent auditor. The audit is conducted in accordance with Generally 
Accepted Auditing Standards issued by the American Institute of Certified Public 
Accountants and the financial statements are prepared in accordance with 
generally accepted accounting principles. Audits for public entities include, for 
those contracts that were completed during the audit period, a Statement of 
Revenues and Expenditures Compared to Budget , presented by program name or 
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contract name and number. This statement ts presented by contract name and 
number for the entire contract penod Audits of public entities also include a 
Schedule ol Stale Awards Expended 

The entity files one copy of the independent auditor’s report with the Audit Director. 
DPH Office of Audits, within 180 days after the end of the organization s fiscal year 
Additionally, private nonprofit organizations submit one copy of the report to the 
State Department of Audits and Accounts within the same time penod If an 
extension of the time period is desired, the State Department of Audits (for pnvate 
nonprofit entities) or the DPH Audits Section (for public entities) may waive the 
requirement for completion if a request is made that shows good cause The 
waiver is for an additional period of not more than 90 days, and no such waiver is 
granted for more than two successive years to the same entity A plan of 
corrective action for all deficiencies disclosed in the audit report is submitted with 
the audit report 

6.4 ENTITIES EXPENDING BETWEEN S25.000 AND SI00.000 IN STATE FUNDS 

All entities expending at least S25.000 but less than $100,000 In state funds during 
their fiscal year comply with contracl provisions and DPH policy by submitting 
audited or unaudited financial statements. Nonprofit organizations are also 
required to comply with the provisions of the O.C.G A Annotated. Section 50-20-1 - 
through 50-20-8. as amended. 1998 Legislative Session Audits or financial 
statements of nonprofit organizations also include a Schedule ot State Awards 
Expended. 

Financial statements that have been audited include the auditors report on the 
financial statements. Audits for pubfic entitles include, for those contracts that 
were completed dunng the audit period, a Statement ot Revenues and 
Expenditures Compared to Budget, presented by program name or contract name 
and number This statement is presented by contract name and number for the 
entire contract penod Audits or financial statements of public entities also include 
a Schedule ot State Awards Expended 

Financial statements that have not been audited include a statement from the 
president or other responsible official of the organization which states that 

6 4.1 The financial statements are presented in accordance with generally 
accepted accounting principles and, if not, the basis used for their 
presentation. 

6.4.2 The financial statements are prepared on a basis consistent with that of 
the preceding year, and if not. the respects m which they differ from the 
preceding year; 

6 4 3 The financial statements of public entities include for those contracts that 
were completed during the audit period, a Statement ot Revenues and 
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Expenditures Compared to Budget, presented by program name or 
contract name and number This statement is presented by contract 
name and number for the entire contract penod The financial 
statements of public entitles also Include a Schedule of State Awards 
Expended. 

The entity files one copy of the audit or financial statements with the Audit 
Director, DPH Office of Audits, within 180 days after the end of the 
organization s fiscal year. Additionally, private nonprofit organizations submit 
one copy of the report to the State Department of Audits and Accounts 
within the same time period. If an extension of the time pehod is desired, 
the State Department of Audits (for pnvate nonprofit entities) or the DPH 
Office of Audits (for public entities) may waive the requirement for 
completion if a request is made that shows good cause The waiver is for 
an additional period of not more than 90 days, and no such waiver is 
granted for more than two successive years to the same entity. A plan of 
corrective action for all deficiencies disclosed in the audit report is submitted 
with the audit report. 

6.5 ROLE OF THE DPH OFFICE OF AUDITS 

The Office of Audits: 

6.5.1 Requests the required audit or financial statements, management 
reports, memoranda and internal documents from those entities that 
have failed to provide them: 

6.5.2 Reviews the audit reports for financial settlement amounts, questioned 
costs, and findings and recommendations; 

6.5.3 Communicates the dollar amounts of financial settlements to the DPH 
Division of Finance for settlement: 

6.5.4 Requests corrective action plans to preclude recurrence of findings from 
those entities that have failed to provide them; 

6.5.5 Forwards one copy of the audit report or financial statements to the 
Programmatic Officer/Business Owner, and 

6.5.6 Notifies the appropnate DPH Programmatic Officer/Business Owner of 
those entities which have not complied with the filing requirements of this 
policy as well as the DPH Division of Finance that will impose the 
appropriate sanctions. 
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6.6 ROLE OF THE PROGRAMMATIC OFFICER/BUSINESS OWNER 

The Programmatic Officer,'Business Owner: 

6.6.1 Insures that appropriate programmatic corrective actions are 
implemented when required by an audit report. 

6.6.2 Reviews audits for compliance with programmatic performance goals; 

6.6.3 Enforces corrective action on repeat findings, and 

6.6.4 Approves or disapproves budget and spending vanances. 

7.0 REVISION HISTORY 


REVISION # 

REVISION DATE 

REVISION COMMENTS 

0 

July 1.2011 

Initial Issue 

1 

July 9. 2012 

Annual review and update. Reformat to 
new template 

2 

July 23.2015 

Annual review and update. 


8.0 RELATED FORMS 

None 
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ATTACHMENT 4 

Contractor Affidavit under O.C.G.A. § 13-10-91 (b)(1) 


By executing this affidavit, the undersigned contractor verifies its compliance with O.C.G.A. § 
13-10-91, stating affirmatively that the individual, firm or corporation which seeks to bid or sign a 
contract for the performance of labor or services on behalf of the Georgia Department of Public 
Health, has registered with, is authorized to use and uses the federal work authorization program 
commonly known as E-Verify, or any subsequent replacement program, in accordance with the 
applicable provisions and deadlines established in O.C.G.A. § 13-10-91. Furthermore, the 
undersigned contractor will continue to use the federal work authorization program throughout the 
contract period and the undersigned contractor will contract for the performance of labor or services 
in satisfaction of such contract only with subcontractors who present an affidavit to the contractor 
with the information required by O.C.G.A. § 13-10-91 (b). Contractor hereby attests that its federal 
work authorization user identification number and date of authorization are as follows: 


Federal Work Authorization User Identification Number 


Date of Authorization 


Name of Contractor 
Name of Project 
Name of Public Employer 

I hereby declare under penalty of perjury that the foregoing is true and correct. 
This _ day of _ , _ 

Signature of Authorized Officer or Agent 

Printed Name and Title of Authorized Officer or Agent 

Subscribed before me this _ day of _ , _ 


NOTARY PUBLIC 

My Commission Expires: _ 

[DPH Form CG09008A (Rev. 7.2013): For use with contracts for labor or services of $2500 or 
more] 
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ATTACHMENT 5 
SOLICITATION 


(• 

Georgia 

State of Georgia 

State Entity: Department of Public Health 
Electronic Request for Proposals (''eRFP") 

Event Name: Positive Alternatives for Pregnancy 
eRFP (Event) Number: DPH0000126 

1. Introduction 

1.1. Purpose of Procurement 

Pursuant to the State Purchasing Act (Official Code of Georgia Annotated §§60-5-50 et seq). this 
electronic Request for Proposals feRFP') is being Issued to establish a oontract with a qualified Contractor 
who will serve as the Contract Management Agency to administer the Positive Alternatives for Pregnancy 
and Parenting Grant Proyam for the Georgia Department of Public Health Office of Maternal and Child 
Health (hereinafter, ‘the State Entity') as further described in this eRFP 

The Positive Alternatives for Pregnancy and Parenting Grant Program is established to develop a state¬ 
wide effort that promotes healthy pregnancies and childbirth by awarding grants to nonprofit organizations 
to provide pregnancy support services at no cost The Contract Management Agency (hereinafter, 'the 
Agency") will select Direct Client Service Providers ("hereinafter 'Providers') and subcontract with the 
Providers to provide pregnancy support services 

The Agency will be responsible for 

(1) Creating the grant application process 

(2) Evaluating grant applications and make recommendations to the state entity 

(3) Communicating acceptance or denial of grart applications to direct cnent service providers 

(4) Momtonng compliance with the terms and conditions of the grant 

(5) Maintaining records for each grant applicant and award 

(6) Coordinating activities and correspondence between the state entity and direct client service providers 

The Agency will be awarded funds to implement the Positive Alternatives to Parenting and Pregnancy 
Program, Includmg providing oversgh! and funding !o sub-grantees Therefore the total contract dollar 
amount awarded will exceed the cost proposal as submitted by the responsible and responsive supplier 
and will include a separate line for Provider Co6ts which will be determined by the State Entity 

1.2. eRFP Certification 

Pursuant to the provisions of the Official Code of George Annotated §60-5-67(a), the State Entity certifies 
the use of competitive sealed bidding will not be practicable or advantageous to the State of Georgia in 
completing the acquisition described in this eRFP Thus competitive sealed proposals win be submitted in 
response to this eRFP 

This eRFP is being sourced through an electronic sourcing tool approved by the Department of 
Administrative Services f'DOAS') and all suppliers responses must be submitted electronically In 
accordance with the instructions contained in Section 2 Instructions to Suppliers' of this eRFP Electronic 
competitive sealed proposals will be administered pursuant to the Georgia Electronic Records arid 
Signature Act Please note electronic competitive seated proposals meet the sealed proposal requirements 
of the State of Georgia, an electronic record meets any requirements for writing, and an electronic 
signature meets any requirements for an onglnal signature 

1.3. Overview of the eRFP Process 
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The ob)ective of the eRFP is to select a qualified supplier to provide the goods anchor services outlined in 
this eRFP to the State Entity This eRFP process will be conducted to gather and evaluate responses from 
suppliers for potential award All qualified suppliers are invited to participate by submitting responses, as 
further defined below After evaluating all suppliers' responses received prior to the closing date of this 
eRFP and following negotiations (if any) and resolution of any contract exceptions the preliminary results 
of the eRFP process will be publicly announced including the names of all participating suppliers and the 
evaluation results Subject to the protest process, final contract award(s) will be publicty announced 
thereafter 

NOTE TO SUPPLIERS The general instructions and provisions of this document have been drafted with 
the expectation that the State Entity will make a single award, however please refer to Section 6 7 
'Selection and Award' of this eRFP for information concerning the State Entity's actual award strategy 
(single, multiple, split awards, etc) 

1.4. Schedule of Events 

The schedule of events set out herein represents the State Entity's best estimate of the schedule that will 
be followed However, delays to the procurement process may occur which may necessitate adjustments 
to the proposed schedule If a component of this schedule, such as the close date, is delayed, the rest of 
the schedule may be shifted as appropriate Any changes to the dates up to the closing date of the eRFP 
will be publicly posted pnor to the closing date of this eRFP After the close of the eRFP, the State Entity 
reserves the right to adjust the remainder of the proposed dates including the dates for evaluation 
negotiations award and the contract term on an as needed basis with or without notice 


Description 

Oate 

Time 

Release of eRFP 

As Published on the Georgia 

Procurement Registry f GPR") 

N/A 

Deadline for written questions sent via email 
to the Issuing Officer referenced in Section 

1 5 

06/19/17 

5:00 pm ET 

Bidders/Offerors Conference Location 

2 Peachtree Street NW 9th Floor Rm 260 
Allarta, GA 30303 

Attendance is OPTIONAL 

As Published on the GPR 

See GPR 

Responses to Written Questions 

05/25/17 

5 00pm ET 

Proposals Due/Ciose Date and Time 

As Published on the GPR 

See GPR 

Proposal Evaluation Completed (on or 
about) 

1 to 2 Weeks after Closing 

N/A 

Notice of Intent to Award* (NOIA) (on or 
about) 

2 Weeks after Closing 

N/A 

Notice of Award [NOA] (on or about) 

7 calendar days after NOIA 

N/A 


*ln the event the estimated value of the contract is less than $ 100 , 000 , the State Entity reserves the right to 
proceed directly to contract award without posting a Notice of Intent to Award 

1.5. Official Issuing Officer (Buyer) 

Kathleen Lane 
Kathieen.Lane@dph.qa,gov 

1.6. Definition of Terms 

Please review the following terms 
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Supplier(s) - companies desiring to do business with the State of Georgia. 

State Entity - the governmental entity identified in Section 1 1' Purpose of Procurement' of this eRFP. 
Agency the entity selected by DPH to serve as contract management agency in accordance with 
OC.G A § 31-2A-33 and its successors 

Attending Physician - the physician who h3S primary responsibility at the time of reference for the 
treatment and care of the client. 

Client - a woman who « a resident of Georc^a, who is or believes she may be pregnant 

Pregnancy Support Services 

a) Medical care and information including but not limited to pregnancy tests sexually transmitted 
infection tests, other health screening, ultrasound service, prenatal care, and birth classes and 
planning, 

b) Nutritional services and education, 

c) Housing, education, and employment assistance during pregnancy and up to one year following a 
birth, 

d) Adoption education, planning, and services; 

e) Child care assistance if necessary for the client to receive pregnancy support services, 

f) Parenting education and support services for up to one year following a birth, 

g) Material items which are supportive of pregnancy and childbirth Including, but not limited to. cnt», 
car seats, clothing, formula, or other safety devices; and 

h) Information regarding health care benefits, including but not limited to available Medicaid coverage 
for the client for pregnancy care that provides health coverage for the client's child upon his or her 
birth 

Program - means the Positive Alternatives for Pregnancy and Parenting Program established pursuant to 
OC.G.A § 31-2A-31 ef sag 

Any special terms or words which are not Identified in this State Entity eRFP Document may be identified 
separately in one or more attachments to the eRFP Please download, save and carefully review all 
documents in accordance with the instructions provided In Section 2 "Instructions to Suppliers’ of this 
eRFP 

1.7. Contract Term 

The initial term of the contract(s) rs for 1 calendar year(s) from the execution date of the contract(s) The 
State Entity shall have a one (1) year option(s) to renew which options shall be exercisable at the sole 
discretion of the State Entity Renewal will be accomplished through the issuance of Notice of Award 
Amendment In the event that the contract(s) If any resulting from the award of this eRFP shall terminate 
or be likely to terminate pnor to the making of an award for a new contract for the identified products and/or 
services, the State Entity may with the written consent of the awarded suppliers) extend the contract(s) for 
such period of time as may be necessary to permit the State Entitys continued supply of the identified 
products and/or services The contract(s) may be amended in writing from time to time by mutual consent 
of the parties Unless this eRFP states otherwise, the resulting award of the contract(s) does not guarantee 
volume or a commitment of funds 

Z Instructions to Suppliers 

By submitting a response to the eRFP, the supplier rs acknowledging that the supplier 

1 Has read the information and instructions, 

2 Agrees to comply with the Information and instructions contained herein 
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2.1. General Information and Instructions 


2.1.1. Team Georgia Marketplace™ Registration System 

DOAS requires all companies and/or individuals interested in conducting business with the State of 
Georgia to register in the State's web-based registration system, through Team Georgia 
Marketplace™ Registration is free and enables the registering company to gain access to certain 
information, services and/or materials maintained in Team Georgia Marketplace™ at no charge to 
the registering company Ail registering companies must agree to be bound by the applicable terms 
and conditions governing the supplier's use of Team Georgia Marketplace™ In the event DOAS 
elects to offer certain optional or premium services to registered companies on a fee basis the 
registered company will be given the opportun*y to either accept or reject the service before 
Incurring any costs and still maintain its registration Companies may register at 
https //saofn state oa us/pso/sao/SUPPLIER/ERP/?cmd= login 

2.1.2. Restrictions on Communicating with Staff 

From the issue date of this eRFP until the final award is announced (or the eRFP is officially 
cancelled), suppliers are not allowed to communicate for any reason with any State staff except 
through the Issuing Officer named herein or during the Bidders/Offerors conference (if any), or as 
defined in this eRFP or as provided by existing work agreement(s) Prohibited communication 
includes all contact or Interaction Including but not limited to telephone communications, emails 
faxes, letters, or personal meetings, such as lunch, entertainment, or otherwise The State Entity 
reserves the right to reject the response of any supplier violating this provision 

2.1.3. Submitting Questions 

All questions concerning this eRFP must be submitted in writing via email to the Issung Officer 
identified in Section 15 “issuing Officer of this eRFP No questions other than written will be 
accepted No response other than written will be binding upon the State All suppliers must submit 
questions by the deadline identified in the Schedule of Everts for submitting questions Suppliers 
are cartoned that the State Entity may or may not elect to entertain late questions or questions 
submitted by any other method than as directed by this section All questions abort this eRFP 
must be submitted in the following format 
Company Name 

Question #1 Question Citation of relevant section d the eRFP 
Question #2 Question Citation of relevant section of the eRFP 

Do not use the comments section of the Sourcing Event to submit questions to the issuing officer 

2.1.4. Attending Bidders/Offerors' Conference 

The Bidders/Offerors Conference or any other information session (if indicated in the schedule of 
everts) will be held at the offices referred to in Section 14 ‘Schedule of Events' of this eRFP 
Unless indicated otherwise, attendance is not mandatory although sippliers are strongly 
encouraged to attend However, in the event the conference has been identified as mandatory, 
then a representative of the supplier must attend the conference in its entirety to be considered 
eligible for contract award The supplier is strongly encouraged to allow ample travel time to ensure 
arrival in the conference meeting room prior to the beginning of any mandatory conference The 
State Entity reserves the right to consider any representative amving late to be “not in attendance ' 
Therefore, all suppliers are strongly encouraged to arrive early to allow for unexpected travel 
contingencies 

2.1.5. State’s Right to Request Additional Information - Supplier's Responsibility 

Prior to contract award, the State Entity must be assured that the selected supplier has all of the 
resources to successfully perform under the contract This includes, but is not limited to, adequate 
number of personnel with required skills availability of appropriate equipment in sufficient quantity 
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to meet the on-going needs of the State Entity, financial resources sufficient to complete 
performance under the contract and experience in similar endeavors If, during the evaluation 
process, the State Entity is unable to assure itself of the supplier s ability to perform I awarded, the 
State Entity has the option of requesting from the supplier arty information deemed necessary to 
determine the supplier's responsibility If such information is required, the supplier will be so 
notified and will be permitted approximately seven business days to submit the information 
requested 

2.1.6. Falling to Comply with Submission Instructions 

Responses received after the identified due date and time or submitted by any other means than 
those expressty permitted by the eRFP will not be considered Suppliers responses must be 
comp*ete in all respects, as required in each section of this eRFP 

2.1.7. Rejection of Proposals; State's Right to Waive Immaterial Deviation 

The State Entity reserves the right to reject any or all responses, to waive any irregularity or 
informality in a supplier's response and to accept or reject any item or combination of Items, when 
to do so wouM be to the advantage of the State of Georgia It « also within the right of the State 
Entity to reject responses that do not contain all elements and information requested in this 
eRFP A supplier s response will be rejected if the response contains any defect or irregularity and 
such defect or irregularity constitues a material deviation from the eRFP requirements, which 
determination will be made by the State Entity on a case-by-case basis 

2.1.8. State's Right to Amend and/or Cancel the eRFP 

The State Entity reserves the nght to amend this eRFP Any revisions must be made in writing 
prior to the eRFP closing date and time By submitting a response, the supplier shall be deemed to 
have accepted all terms and agreed to all requirements of the eRFP (including any 
revisions/additions made in writing prior to the close of the eRFP whether or not such revision 
occurred prior to the time the supplier submitted its response) unless expressly stated otherwise in 
the supplier's response THEREFORE EACH SUPPLIER IS INDIVIDUALLY RESPONSIBLE FOR 
REVIEWING THE REVISED eRFP AND MAKING ANY NECESSARY OR APPROPRIATE 
CHANGES AND/OR ADDITIONS TO THE SUPPLIER S RESPONSE PRIOR TO THE CLOSE OF 
THE eRFP, Suppliers are encouraged to frequently check the eRFP for additional information 
Finally, the State Entity reserves the right to cancel this eRFP at any time 

2.1.9. Protest Process 

Suppliers should familiarize themselves with the procedures set forth in Chapter 6 of the Georgia 
Procurement Manual 

2.1.10. Costs for Preparing Responses 

Each supplier s response should be prepared simply and economically, avoiding the use of 
elaborate promotional materials beyond those sufficient to provide a complete presentation The 
cost for developing the response and participating in the procurement process (including the protest 
process) is the sole responsibility of the supplier The State will not provide reimbursement for such 
costs 

2.1.11. ADA Guidelines 

The State of Georgia actieres to the guidelines set forth in the Americans with Disabilities Act 
Suppliers should contact the Issuing Officer at least one day In advance if they require special 
arrangements when attending the Bidders/Offerors Conference (if any) The Georgia Relay 
Center at 1-800-255-0056 (TOO Only) or 1-800-255-0135 (Voce) will relay messages, in strict 
confidence, for the speech and hearing impaired 

2.1.12. Public Access to Procurement Records 

I ■ t tv 1 
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Solicitation opportunities will be publicly advertised as required by law and the provisions of the 
Georgia Procurement Manual The State Purchasing Act delays the release of certain procurement 
records in the event the public disclosure of those records prior to the State Entitys public 
announcements of the results of a solicitation would undermine the public purpose of obtaining the 
best value for the State such as cost estimates, proposals/bids evaluation criteria, supplier 
evaluations negotiation documents, offers and counter-offers and certain records revealing 
preparation for the procurement The State Purchasing Act requres bids and proposals to be 
available for public inspection upon request, within one business day of the State Entity s posting 
of the Notice of Intent to Award (or the Notice of Award in the event the State Entity does not issue 
the Notice of Intent to Award) Audited financial statements not otherwise publicly available but 
required to be submitted as part of the supplier s response shall not be subject to public enclosure 
The State Entity is allowed to assess a reasonable charge to defray the cost of reproducing 
documents A state employee should be present during the time of onsite inspection of 
documents PLEASE NOTE Even though Information (financial or other information) submitted by 
a supplier may be marked as "confidential", "proprietary" etc , the State will make its own 
determination regarding what information may or may not be withheld from disclosure 

2.1.13. Registered Lobbyists 

By submitting a response to this eRFP the supplier hereby certifies that the supplier and its 
lobbyists are in compliance with the Lobbyist Registration Requirements in accordance with the 
Georgia Procurement Manual 

2.2. Submittal Instructions 

Submittal Instructions for Team Georgia Marketplace'” 

Listed below are key action items related to this eRFP The Schedule of Events in Section 1 4 identifies the 
dates and time for these key action items This portion of the eRFP provides high-level instructions 
regarding the process Tor reviewing the eRFP, preparing a response to the eRFP and submitting a 
response to the eRFP Suppliers ate required to access, pnnt and utilize me naming materials identified m 
Secton 2 2 1 of this eRFP to ensure the supplier successfully subm.it a response to this eRFP 

2.2.1. eRFP Released 

The release of the eRFP is formally communicated through the posting of this eRFP as an event in 
Team Georgia Marketplace™ and by a public announcement posted to the Georgia Procurement 
Registry, which is accessible online as follows: nttp //ssl aoas state ca usfPRSapcyPR indcx.isp 

This eRFP is being conducted through Team Georgia Marketplace™, an online electronic tod, 
which allows a supplier to register, logon, select answers and type text in response to questions, 
and upload any necessary documents Team Georgia Marketplace™ permits a supplier to build 
and save a response over time until the supplier « ready to submit the completed response Each 
supplier interested In competing to win a contract award must complete and submit a response to 
this eRFP using Team Georgia Marketplace™ Therefore, each supplier MUST carefully review the 
instructions and training information from the following link for a comprehensive overview of the 
functionality or Tearn Georgia Marketplace™ 
hi(B..ydsa§,g3.a9Y.(T:a!nr^Pa3gsi , § ; i‘Eg!!grTfa!n!naasp? < . 

2.2.2. eRFP Review 

The eRFP (or 'Sourcing Event') consists of the following this document, entitled The State Entity 
eRFP Document", and any and all information included In the Sourcing Event as posted online on 
Team Georgia Marketplace™ including any and ail documents provided by the State Entity as 
attachments to the Sourcing Event or links contained within the Sourcing Event or its attached 
documents 
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2.2.3. 
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Please carefully review all information contained in the Event, including all documents available as 
attachments or available through links Any difficulty accessing the Event or opening provided links 
or documents should be reported immediately to the Issuing Officer (See Section 15) and/or the 
Help Desk (Section 2 2 8). Attached documents may be found as follows 

1 First the State Entity will provide documents at the ‘header 1 level of the Event Please select 
‘View/Add General Comments & Attachments , which appears at the top of the screen of the 
Event under the ‘Event Details' Section Next by selecting 'View Event Attachments' the 
supplier may open and save all of the available documents In this location, the suppler is 
most likely to find this document (The State Entity eRFP Document) as well as the 
worksheets referenced in Section 4 ‘eRFP Proposal Factors", such as the Mandatory 
Response Worksheet, the Mandatory Scored Requirements and the Additional Scored 
Responses Please thoroughly review all provided attachments 

2 Second the State Entity may also provide documents at the 'line detail’ level of the Event 
Please navigate to ’Step 2: Enter Line Bid Responses’, which appears towards the bottom of 
the screen of the Event Please access any provided documents as follows 

a First Method 

i To the nght of each line appearing under Step 2, the Event contains a Bid 
link By selecting the ’Bid ’ link the suppler will navigate to a new page of the 
Event 

ii. On this new page, the suppler can select ‘ View/Add Question Comments and 
Attachments’ to locate attached documents 
b Second Method: 

i To the nght of each line appearing under Step 2, the Event contains a J Line 
Comments/Files' icon (appears as a bubble with text) By selecting the ‘Line 
Comments/Files’ icon, the supplier will navigate to a new page of the Event 

ii On this new page the supplier can locate attached documents 

In this location, the supplier is most likely to find the cost worksheet (If any, as defined by 
Section 5 'Cost Proposal’) as well as any other documents provided by the State Entity with 
respect to the identified line items Please thoroughly review all provided attachments 

Preparing a Response 

As noted earlier, Team Georgia Marketplace'™' allows the supplier to answer questions by errtenng 
text and numeric responses In addition as noted in Section 2 2.4 Uploading Forms' the supplier 
may also provide information by uploading electronic files When preparing a response, the 
supplier must consider the following instructions 

1. Use the provided worksheets to prepare your response Enter your responses directly into 
the worksheet Unless otherwise directed, do not insert “see attached file" (or similar 
statements) in the worksheet to reference separate documents 

2. Answer each question in sufficient detail for evaluation while using judgment with regards to 
the length of response 

3. Proofread your response and make sure it is accurate and readily understandable 

4 Label any and all uploaded files using the corresponding section numbers of the eRFP or any 
other logical name so that the State Entity can easily organize and navigate the supplier's 
response 

5 Use caution In creating electronic files to be uploaded It the State Entity is unable to ooen 

an electr?™? file due to a virus er sesause the fiig has (respire wtvpiw. tte succors 
response may Pe ggn § iggrgg jnegnyiete and disqualified fignt ’uflher sonsKtefalign. 

6 Use commonly accepted software programs to create electronic files The State Entity has 
the capability of viewing documents submitted in the following format Microsoft Word or 
WordPad Microsoft Excel, portable document format file (PDF), and plan text files witn the 


7 of 18 


SP0-SP016 



file extension noted in parentheses (txt) Unless the eRFP specifically requests the use of 
another type of software or file format than those listed above, please contact the Issuing 
Officer prior to utilizing another type of software and/or file format, in the evert the State 
Enttv -s unable to ooen an electronic file because the State Entity does not have ready 
access to the software utilized bv the supplier the supplier s resconse may be considered 
incomplete and disqualified from further consideration 
7. Continue to save your response until the response is ready to be submitted Select the ‘Save 
for Later 1 button at the top of the page under Event Details’ of the Event 

2.2.4. Uploading Forms 

Once the supplier is ready to upload electronic hies (completed forms or worksheets, product 
sheets, etc), please following the directions within the eRFP to upload these documents in the 
proper location There are three places to upload completed documents 

1 First, the "View/Add General Comments & Attachments’ link contains a place for the supplier 
to upload all of the documents and worksheets which were provided by the State Entity under 
the * View Event Attachments' link. Once the supplier has completed the Event Attachments 
the supplier can then select Add New Attachments’ to upload the completed documents 
The supplier can upload as many documents as necessary in this section of the Event 

2. Second, the supplier can also upload documents in response to each question or bid factor 
which appears on the main page of the Event which appears below the ’View/Add General 
Comments & Attachments' link of the Event To the right of each question or bid factor, the 
supplier can select the 'Add Comments or Attachments" link to either enter a written 
response or upload an electronic document in response to the question or bd factor After 
selecting 'Add Comments or Attachments’ the supplier should select ‘Upload’ unaer the 

Add New Attachments” section to browse and upload an electronic file 

3. Third, the supplier can also upload documents in the bottom portion of the Event where 
pricing is requested After selecting the comment bubble icon the Event allows the supplier 
to select "Upload >n order to include an attachment as part of the supplier’s response In the 
alternative, the supplier can also select the link ’Bid' which also appears to the right of any 
Ime items provided in the "Enter Line Bid Responses’ portion of the Event After selecting the 
'Bid' link, the supplier can select View/Add Question Comments and Attachments to upload 
a dociment 

2.2.5. Reviewing the Response Prior to Submission 

Each supplier is responsible lor ensuring all questions have been answered appropriately and that 
all necessary documents nave been uploaded . Prior to final submission of your response, please 
review the following checklist 

1 Please review and confirm that the supplier has answered all questions appropriately Many 
questions require a “yes' or "no' response Please ensure that the correct response has 
been selected 

2. Please review and confirm that the most competitive response has been provided 

3. Please confirm that all necessary files have been uploaded 

4 Please select the ‘Validate Entries' button under ‘Event Details” at the top portion of the 
Event While the “Validate Entries’’ feature cannot verify whether the supplier has attached 
files, attached the correct files or entered the correct responses, the “Validate Entries’ 
feature will alert the supplier if one or more questions in the " Event Questions' section of the 
Event have not been answered The “Validate Entries' feature is a useful tool; however, it is 
no substitute for careful preparation and review by the supplier The Stale Entity will not 
consider the supplier's use of the "Validate Entries' feature as an excuse for an error 
committed by the supplier In the preparation of its response 

2.2.6. Submitting the Completed Response/Bid 
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Once the completed response has been reviewed by the supplier, click the "Submit Bid” 
button at the top of the page under the “Event Details" section of the Event. Any information 
entered by a supplier into Team Georgia Marketplace™' but not submitted prior to the submission 
deadline will not be released to the State Entity and will not be considered for award Only after the 
supplier selects the Submit Bid’ button, will the response to the eRFP be sent electronically, time 
stamping the supplier s response and sending a confirmation email to the email address of the 
supplier Please note that submission is not instantaneous; therefore each supplier must allow 
ample time for Its response to be submitted prior to the deadline 

2.2.7. Reviewing, Revising or Canceling a Submitted Response 

After the response has been submitted, the supplier may view and/or revise its response by logging 
into Team Georgia Marketplace™ and selecting the eRFP event number and the ’View/Edit' 
feature for the supplier s previous response Please take note of the following 

1 REVIEW ONLY In the event the supplier only wishes to view a submitted response, the 
supplier may select 'View/Edit’ Once the supplier has finished viewing the response, the 
supplier may simply exit the screen DO NOT SELECT ’Save for Later’ Team Georgia 
Marketplace™ recognizes any response placed in the ' Save for Later' status as a work in 
progress and withdraws the originally submitted b*d As a result, unless the supplier selects 
Submit” prior to the closing date and time, no response will be transmitted to the State Entity 

2. REVIEW AND REVISE In the event the supplier desires to revise a previously submitted 
response the supplier may select ’View/Edit' and then revise the response If the revisions 
cannot be completed in a single work session, the supplier should save its progress by 
selecting ‘Save for Later' Once revisions are complete, the supplier MUST select ‘Submit' 
to submit its corrected response Please permit adeoaate time to revise and then resubmit 
the response Please note submission is not instantaneous and may be affected by several 

events, such as the supplier temporarily losing a connection to the Internet 

AS EACH SUPPLIER IS SOLELY RESPONSIBLE FOR RESUBMITTING ITS RESPONSE 
PRIOR TO THE eRFP END DATE AND TIME TO ENSURE THE RESPONSE MAY BE 
CONSIDERED BY THE STATE ENTITY, PLEASE USE CAUTION IN DECIDING WHETHER 
OR NOT TO MAKE REVISIONS The State will assume no responsibility for a supplier's 
Inability to correct errors or otherwise make revisions to the submitted response or the 
supplier s inability to resubmit a response prior to the eRFP end date and time 

3 WITHDRAW/CANCEL In the event the supplier desires to revise a previously submitted 
response the supplier may select 'View/Edit' and then select ‘Save for Later" Team 
Georgia Marketplace™ recognizes any response placed in the ‘Save for Later status as a 
work in progress and withdraws the originally submitted bid As a result, unless the 
supplier selects ’Submit' prior to the closing date and time, no response will be transmitted to 
the State Entity in the event a supplier desires to withdraw its response after the closing 
date and time the supplier must submit a request in writing to the issuing Officer 

2.2.8. Help Desk Support 

For technical questions related to the use of Team Georgia Marketplace™ suppliers have access 
to phone support through the DO AS Customer Service Help Desk at 404-657-6000 
Monday through Friday 8 00 AM to 5:00 PM excluding State Holidays or arty other day state offices 
are closed such as furlough days or closings In response to inclement weather Suppliers can also 
email questions to Prgggrem6ntHglB@dgas.ag.flBY 
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3. General Business Requirements 

This section contains general business requirements By submitting a response the supplier is certifying its 
agreement to comply with all of the identified requirements of this section and that all costs for complying with 
these general business requirements are included in the supplier's submitted pricing 


3.1. Standard Insurance Requirements 

if awarded a contract, the supplier shall procure and maintain insurance which shall protect the supplier and 
the State of Georgia (as an additional Insured) from any claims for bodily injury, property damage or 
personal m|ury covered by the indemnification obiigations set forth in the oontract attached to this 
solicitation throughout the duration of the contract The supplier shall procure and maintain the insurance 
policies described below at the supplier s own expense and shall furnish the State Entity an insurance 
certificate listing the State of Georgia as certificate holder and as an additional insured The insurance 
certificate must document that the Commercial General Liability insurance coverage purchased by the 
supplier includes contractual liability coverage applicable to the contract In addition, the Insurance 
certificate must provide the following information the name and address of the insured, name, address, 
telephone number and signature of the authorized agent, name of the Insurance company (authorized to 
operate in Georgia), a description of coverage in detailed standard terminology (Including policy period, 
policy number limits of liability, exclus»ons and endorsements); and an acknowledgment of notice of 
cancellation to the State Entity 


The supplier ts required to maintain the following insurance coverage’s during the term of the contract: 


1) 


2 ) 


3) 


Workers Compensation Insurance (Occurrence) in the amounts of the statutory limits 
established by the General Assembly of the State of Georgia (A self-insurer must submit a 
certificate from the Georgia Board of Workers Compensation stating that the supptier qualifies 
to pay its own workers compensation claims) In addition, the supplier shall require all 
subcontractors occupying the premises or performing work under the contract to obtain an 
insurance certificate showing proof of Workers Compensation Coverage with the following 


minimt*n coverage 


Bodily injury by accident - per employee $100,000, 

Bodily injury by disease - per employee $100 000, 

Bodily injury by disease - policy limit $500,000 

Commercial General Liability Policy with the following minimum coverage 


Each Occurrence Limit 
Personal & Advertising injury Limit 
General Aggregate Limit 
Products/Completed Ops Aggregate Limit 
Automobile Lability 

Combined Single Limit 


$1 000 000 
$1 000 000 
$ 2 , 000,000 
$2 000.000 

$ 1,000 000 


The foregoing policies shall contain a provision that coverage afforded under the policies will not be 
canceled, or not renewed or allowed to lapse for any reason until at least thirty (30) days prior written notice 
has been given to the State Entity Certificates of insurance showing such coverage to be in force shall be 
filed with the State Entity prior to commencement of any work under the contract The foregoing policies 
shall be obtained from insurance companies licensed to do business in Georgia and shall be with 
companies acceptable to the State Entity, which must have a minimum AM Best rating of A- All such 
coverage shall remain in full force and effect during the term and any renewal or extension thereof 


Within ten (10) business days of award, the awarded supplier must procure the required insurance and 
provide the State Entity with two (2) Certificates of Insurance Certificates must reference the contract 
number The supplier's submitted pricing must include the cost of the required insurance No contract 
performance shall occur unless and until the required insurance certificates are provided 
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3.2 Proposal Certification 

By responding to this solicitation, the supplier understands and agrees to the following 

1 That this electronically submitted proposal constitutes an offer, which when accepted in writing by 
the State Entity, and subject to the terms and conditions of such acceptance, will constitute a 
valid and binding contract between the supplier and the State Entity, and 

2 That the supplier guarantees and certifies that all items included in the supplier s response meet 
or exceed any and all of the solicitation s identified specifications and requirements except as 
expressly stated otherwise In the supplier's response, and 

3 That the response submitted by the supplier shall be valid and held open for a period of one 
hundred and twenty (120) days from the final solicitation dosing date and that the supplier s 
offer may be held open for a lengthier period of time subject to the supplier s consent and 

4 That the supplier's response is made without prior understanding, agreement or connection with 
any corporation firm or person submitting a response for the same materials supplies 
equipment or services and is in all respects fair and without collusion or fraud Supplier 
understands and agrees that collusive bidding is a violation of state and federal 'aw and can 
result In fines, prison sentences, and civil damage awards; and 

5 That the provisions of the Official Code of Georgia Annotated, Sections 45-10-20 et seq have not 
been violated and will not be violated In any respect 

2. eRFP Proposal (Bid) Factors 

This section contains the detailed technical requirements and related services for this Sourcing Event Suppliers 
are required to download complete and then upload the Worksheets titled ‘Supplier General Information’ 
'Mandatory Response Worksheet' Mandatory Scored Requirement Worksheet' and "Additional Scored 
Response Worksheet" found as attachments in the Sourcing Event Although many solicitations will contain all of 
the worksheets noted above, it is possible that a solicitation will not contain all of the worksheets In the event all 
four worksheets are not available as downloadable forms to this eRFP please confirm with the Issuing Officer 
that all four worksheets are not required 

Unless requested otherwise all responses must be provided within the Excel worksheets and not as a separately 

attached document Except as otherwise indicated, all requested forms and documents must be submitted 
electronically via the sourcing tool as an uploaded document to the supplier's response These worksheets 
together with any and all other documents submitted in response to Section 4 of this eRFP will be considered the 
supplier s technical proposal 

The State Entity has determined that it is best to define its own needs, desired operating objectives, and desired 
operating environment The State Entity will not tailor these needs to fit particular solutions suppliers may have 
available; rather, the suppliers shall propose to meet the State Entity's needs as defined in this eRFP All claims 
shall be subject to demonstration Suppliers are cautioned that conditional proposals based upon assumptions, 
may be deemed norvresponsive 

4.1. Technical Proposal Introduction 

All of Ihe items described In this section are service levels anchor terms and conditions that the State Entity 
expects to be satisfied by the selected supplier Each supplier must indicate Its willingness and ability to 
satisfy these requrements In the appropriate worksheets 

4.2. Supplier General Information 

Each supplier must complete all of the requested information in the attached file entitled Supplier's 
General Information Worksheet 

DO NOT INCLUDE ANY COST/PRICING INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

4.3. Mandatory Requirements 

As specified with each requrement listed in the Mandatory Response Worksheet :he supplier must 
indicate whether its proposal meets the individual requirements by marking either a "YES" or "NCT In the 
response block provided A F>ass/Fall evaluation will be utilized for all mandatory requirements Ordinarily, 
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to be considered responsive, responsible and eligible for award, all questions identified as mandatory must 
be marked ' YES' to pass There may be rare instances in which a response of ’NO' is the correct and 
logical response in order to meet the mandatory requirement (e g responding 'NO' that the supplier does 
not possess any conflicts of interest). Otherwise, any mandatory questions marked "NO - will fail the 
technical requirements and will result in disqualification of the proposal 

DO NOT INCLUDE ANY COSTfPRiCING INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 
4.4. Mandatory Scored Response 

As specified with each requirement listed in the Mandatory Scored Response Worksheet the supplier 
must indicate whether it will meet the individual requirement {if any) and provide a supporting narrative in 
the space provided To be considered responsive responsible and eligible for award, any and all 
requirements identified m the Mandatory Scored Response Worksheet must be met There may be rare 
instances in which an item within the Mandatory Scored Response Worksheet does not create an individual 
requrement which must be met, but, instead, merely requires a response All requirements labeled 
' Mandatory Scored' must be met by the supplier Failure to meet any mandatory scored requirements may 
result in disqualification of the proposals The narrative description, along with any requred supporting 
materials, will be evaluated and awarded points in accordance with Section 6 'Proposal Evaluation 
Negotiations and Award' of this eRFP 

DO NOT INCLUDE ANY COST INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

4.6. Additional Scored Responses - N/A 

All items labeled 'Additional Scored Responses' represent information that is requested by the State 
Entity Suppliers are encouraged to provide a thorough narrative description In the space provided in the 
Additional Scored Response Worksheet Answers along with any requested supporting materials will be 
evaluated and awarded points in accordance with Section 6 ‘Proposal Evaluation Negotiations and Award’ 
of this eRFP 

DO NOT INCLUDE ANY COST INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

4.6. Additional information 

As noted in Section 2 2 2 eRFP Review' please access and review all of the attachments provided by the 
State Entity within the Event If supplemental materials are requested by the State Entity to be submitted 
by the supplier as part of the technical proposal, the suppler should upload these additional materials as 
noted In Section 22 4 'Uploading Forms'. 

5. Cost Proposal 

5.1. Cost Proposal 

Each supplier s required to submit a cost proposal as part of its response The cost proposal will be 
evaluated and scored in accordance with Section 6 ‘Proposal Evaluation Negotiations and Award’ of this 
eRFP. By submitting a response, the supplier agrees that it has read, understood and will abide by the 
following instructions/rules 

1 The submitted cost proposal must include all costs of performing pursuant to the resulting 
contract; and 

2 Cost proposals containing a minimum order/ship quantity or dollar value, unless otherwise 
called for In the eRFP, will be treated as non-responstve and may not be considered for 
award, and 

3 In the event there is discrepancy between the supplier s unit price and extended prloe, the 
unit price shall govern, 
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In the evert there is a discrepancy between (1) the supplier's pndng as quoted on the 
eRFP's provided cost worksheet and (2) the suppliers pricing as quoted by the supplier in 
one or more additional documents, the former shall govern; and 
5 The prices quoted and listed in the cost proposal shall be firm throughout the term of the 
resulting contract unless otherwise noted in the eRFP or contract 

S.2. Cost Structure and Additional Instructions 

The State Entity's intent is to structure the cost format in order to facilitate comparison among all suppliers 
and foster competition to obtain the best market pricing Consequently the State Entity requires that each 
supplier's cost be in the format outlined below Additional alternative cost structures will not be considered 
Each supplier is cautioned that failure to comply with the Instructions listed below, submission of an 
Incomplete offer, or submission of an offer in a different format than the one requested may result in the 
rejection of the supplier's proposal 

Enter all information directly Into the cost sheet(s) Enter numbers on each cost sheet in ’number" (two- 
place decimal), not 'currency' or other format unless otherwise stated That is, omit dollar signs commas, 
and any other non-essential symbols (e g , $7 90 should be entered as 7 90) Prices must be in US 
Dollars Enter ’n/a" to indicate not available or 'O' rf there re no charge Cells left blank will be Interpreted 
as no offer' 

Download the cost worksheet, complete the worksheet and then upload the worksheet by following the 
Instructions in the third bullet of Section 2.2.4 'Uploading Forms" of this eRFP 

6. Proposal Evaluation, Negotiations and Award 

All tmely proposals will oe evaluated in accordance with the following steps The objective of the evaluation 
process is to identify the proposal which represents the best value to the State Entity based on a combination of 
technical and cost factors. Based on the results of the initial evaluation the State Entity may or may not elect to 
negotiate technical and/or cost factors as further described in the eRFP In the event negotiations of the technical 
and/or cost factors occur the revised proposals will be reevaluated in accordance with the provisions of Section 
6 4 "Scoring Critena' of this eRFP Onoe the evaluation process has been completed (and arty negotiations the 
State Entity desires to oonduct have occurred), the apparent successful suppfier(s) will be required to entef into 
discussions with the State Entity to resolve any exceptions to the State Entity s oontract The State Entity will 
announce the results of the eRFP as described further in Section 6 9 "Puttie Award Announcement' of this eRFP 

6.1. Administrative/Preliminary Review 

First, the proposals will be reviewed by the Issuing Offioer to determine the proposal's compliance 
with the following requirements 

1 Proposal was submitted by deadline In accordance with Section 2 
2. Proposal is complete and contains all required documents 
3 Technical Proposal does not include any pricing from the Cost Proposal 

6.2. Evaluating Proposal Factors (Section 4) 

If the supplier's proposal passes the Administrative/Preliminary Review, the suppliers responses to Section 
4 "eRFP Proposal Factors' will be submitted to the Evaluation Team for evaluation 

6.2.1. Review of Mandatory and Mandatory Scored Questions 

The Evaluation Team will review each proposal in detail to determine its compliance with 
mandatory eRFP requirements Responses to both Mandatory' and "Mandatory Scored' 
Questions will be evaluated on a pass/Tail basis If a proposal fails to meet a mandatory and/or 
mandatory scored eRFP requirement the State Entity will determine if the deviation is material A 
material deviation will be cause for rejection of the proposal An Immaterial deviation will be 
processed as If no deviation had occurred AH proposals which meet the requirements of the 
Mandatory" and Mandatory Scored" Questions are considered 'Responsive Proposals" at this 

State Entity eRFP 

Revised 03/29/11 


13 of 18 


SPD-SP016 



point in time and will be scored in accordance with the point allocation in Section 6 4 'Scoring 
Criteria ’ of this eRFP 

6.2.2. Review of Additional Scored Information Questions - N/A 

For all proposals determined to be 'Responsrve Proposals', the Evaluation Team will review and 
score the responses to the Additional Scored Information (if any) in accordance with the point 
allocation in Section 6 4 ‘Scoring Criteria' of this eRFP 

The supplier will receive a total technical score at the conclusion of the evaluation of the eRFP Proposal 
Factors 

6.3. Evaluating Cost Proposal and Total Combined Score 

The cost proposals will be reviewed and scored in accordance with Section 6 4 'Scoring Criteria ’ To 
expedite the evaluation process the State Entity reserves the right to analyze the cost proposals 
independently, but at the same time the Evaluation Team is analyzing the technical proposals, provided 
neither the cost proposals nor the cost analysis is disclosed to the Evaluation Team intil the Evaluation 
Team completes its initial evaluation and sconng of the eRFP Proposal Factors 

6.3.1. Cost Scoring 

The State Entity may utilize lowest cost, lowest total cost, and total cost of ownership (TCO) or 
greatest savings to determine the most competitive cost proposal The cost proposal may be 
scored on an overall basis or at the category/subcategory/line level (as applicable) relative to other 
proposals The supplier deemed to have the most competitive cost proposal overall, as determined 
by the State Entity, will receive the maximum weighted score for the cost criteria In the alternative 
in the event the cost proposal is scored at the category, subcategory or line level the State Entity 
may assign tne maximum score per category/subcategory/1 ine for the most competitive proposal at 
that level. Other proposals will receive a percentage of the weighted score based on the 
percentage differential between the most competitive cost proposal and the specific proposal in 
question 

6.3.2. Georgia Enterprises for Products and Services (GEPS) 

In the event the issuing officer has received a response from GEPS, the issuing officer must factor 
In a price preference of 8% for purposes of cost evaluation The price preference of 8% has been 
approved by DOAS in accordance with the State Use Law set forth at O C G A 50-5-135 et seq, 
which is intended to create opportunities for disabled persons employed by community-based 
rehabilitation programs and training centers that are certified by the State Use Council To 
Implement the price preference, the issuing officer must lower GEPS' pnce by 8% when oompanrig 
GEPS’ price with any other suppliers response However, in the event GEPS wins the contract 
award, GEPS must be paid at its actual bid price 

6.3.3. Total Score 

The suppliers cost score will be combined with the supplier's technical score to determine the 
supplier's overall score (or ‘total combined score') 

64. Scoring Criteria 

The evaluation is comprised of the following: _ 


Category 

Criteria 

Points 

Cost 

1 Cost o( proposed products and/or 
services 

300 points 

Technical/Proposal Factors 

2 ''Mandatory" Requirements 

Pass/Fail 

Technical/Proposal Factors 

3. "Mandatory Scored" and/or 
Additional Scored" Responses 

700 points 
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Total 


N/A 


1000 points 


6.5. Georgia Based Business/Reciprocal Preference Law O.C.G.A. §50-5-60(b) 

For the purposes of evaluation only, suppliers resident in the State of Georgia will be granted the same 
preference over suppliers resident in another state in the same manner, on the same basis, and to the 
same extent that preference is granted in awarding bids for the same goods or services by such other state 
to suppliers resident therein over suppliers resident in the State of Georgia NOTE: For the purposes of 
this law, the definition of a resident suppler « a supplier who is domiciled m the State of Georgia 

6.6. Negotiations of Proposals and/or Cost Factors 

DO AS possesses discietionary authority to conduct one or more rounds of negotiations ot technical 
proposal and/or cost factors as permitted by Georgia law and DOAS' established procurement policy This 
section of the eRFP describes DOAS' process for utilizing its discretionary negotiation authority as defined 
by O C G A Section 50-5-67(a)(6) No state entity is permitted to conduct negotiations of proposal and/or 
cost factors without DOAS supervision unless DOAS has expressly aUhonzed the state entity to conduct 
negotiations on Its own Although this section addresses DOAS' right to negotiate In accordance with 
OC.G.A. §50-5-67(a)(6) DOAS/State Entity reserves the right to conduct any other negotiations 
authorized by law 

The ob|ective of negotiations is to obtain the suppliers best terms PLEASE NOTE NEGOTIATIONS ARE 
DISCRETIONARY: THEREFORE THE STATE ENTITY URGES THE SUPPLIER (1) TO SUBMIT ITS 

BEST RESPONSE AND (21 NOT TO ASSUME THE SUPPLIER WILL BE GRANTED AN OPPORTUNITY 

TO NEGOTIATE 

6.6.1. Overview of Negotiations 

After the Evaluation Team has scored the suppliers' proposals, the State Entity may elect to enter 
Into one or more rounds of negotiations with all responsive and responsible suppliers or only those 
suppliers identified by the Evaluation Team as being in the competitive range The competitive 
range will not be selected arbitrarily and those suppliers Included in the competitive range must 
have highly scored proposals 

After each round of negotiations (if any), the supplier will submit revisions to its proposal factors 
and/or cost proposal, which revisions will be scored by the Evaluation Team In accordance with the 
same criteria used to evaluate the initial responses from the suppliers Suppliers may be removed 
from further participation in the negotiation process in the event the Evaluation Team determines 
the supplier cannot be considered responsive and responsible or based on the competitive range 
as defined in Section 6 6 3 'Competitive Range" 

The State Entity reserves the right to proceed to award without further discussions after receipt of 
the initial proposals in which case, negotiations and Proposal Revisions will not be required 

6.6.2. Negotiation Instructions 

Listed below are the key action items related to negotiations The State s Negotiation Committee 
may consist of the State's Evaluation Committee or may be comprised of different people 
However evaluation of proposals or revised proposals shall be completed only by the State s 
Evaluation Committee 

1. Negotiation Invitation Those suppliers identified by the Evaluation Committee to negotiate 
will be notified and invited to attend negotiations Suppliers will be notified in writing (i) the 
general purpose and scope of the negotiations (ii) the anticipated schedule for the 
negotiations, and (iil) the procedures to be followed for negotiations 
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2. Confirmation of Attendance Suppliers who have been invited to participate in negotiations 
must confirm attendance 

3. Negotiations Round(s) One or more rounds of negotiations may be conducted with those 
suppliers identified by the State's Evaluation Team 

6.6.3. Competitive Range 

if the State Entity elects to negotiate pursuant to Section 6 6 the State Entity may either (1) elect to 
negotiate with all responsive and responsible suppliers, (2) limit negotiations to those suppliers 
identified within the competitive range, or (3) limit negotiations to the number of suppliers with 
whom the State Entity may reasonably negotiate as defined below In the event the State Entity 
elects to limit negotiations to those suppliers identified within the competitive range the State Entity 
will identify the competitive range by (1) ranking suppliers proposals from highest to lowest based 
on each supplier s Total Combined Score and (2) then looking for breaks In the scores such that 
natural groupings of similar scores may be identified In the event the State Entity determines the 
number of responsive and responsible suppliers Is so great that the State Entity cannot reasonably 
conduct negotiations (which determination shall be solely at the State Entity's discretion and shall 
be conclusive), the State Entity may elect to limit negotiations to the top three (3) ranked suppliers 
as determined by the Total Combined Score 

6.6.4. Negotiation Round Completion 

As part of each round of negotiation the State Entity may or may not engage in verbal discussions 
with the suppliers Howeve r whether or not the State Entrty engages In verbal discussions any 
revisions the supplier elects to make to its response must be submitted In writing vta email by the 
end date and time identified by the Issuing Officer All revisions received by the due date and time 
will be evaluated and re-scored by the Evaluation Team in accordance with the same criteria used 
to evaluate the initial responses from the suppliers Revisions which are not received poor to the 
due date and time cannot be considered; however, any supplier failing to submit timely revisions 
will not be disqualified from consideration for award based on its final proposal as accepted by the 
State Entity 

6.7. Selection and Award 

The responsive and responsible supplier receiving the highest Total Combined Score and with whom the 
State Entrty is able to reach agreement as to contract terms will be selected for award 

6.8. Site Visits and Oral Presentations 

The State Entity reserves the right to conduct site visits or to Invite suppliers to present their proposal 
factors/technical solutions to the Evaluation Team Cost proposals and related cost Information must not 
be discussed during the oral presentation of the supplier s technical solution. Nothing in this section shall 
prohibit the Negotiabon Team from discussing both proposal factors and cost information dunng the 
negotiation process defined by Section 6 6 ‘ Negotiations of Proposals and/or Cost Factors’ 

6.9. Public Award Announcement 

The preliminary results of the evaluation will be announced through the public posting of a Notice of intent 
to Award (in the event the value of the contract(s) is estimated to be $100,000 or more In the first year) to 
the Georgia Procurement Registry The Notice of Intent to Award (‘NOIA") is not notioe of an actual 
contract award, instead, the NOIA is notice of the State Entity's expected contract award(s) pending 
resolution of the protest process The NOIA {If any) will identify the apparent successful suppHer(s), 
unsuccessful supplier(s), and the reasons why any unsuccessful suppliers were not selected for contract 
award NO SUPPLIER SHOULD ASSUME PERSONAL NOTICE OF THE NOTICE OF INTENT TO 
AWARD ("NOIA") WILL BE PROVIDEO BY THE STATE ENTITY INSTEAD, ALL SUPPLIERS SHOULD 
FREQUENTLY CHECK THE GEORGIA PROCUREMENT REGISTRY FOR NOTICE OF THE NOIA 
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The Notice of Award ('NOA) is the State Entity’s public notice of actual contract award(s) The NOA will 
be publicly posted to the Georgia Procurement Registry 

7. Contract Terms and Conditions 

The contract that the State Entity expects to award as a result of this eRFP will be based upon the eRFP, the 
successful supplier’s final response as accepted by the State Entity and the contract terms and conditions which 
terms and conditions can be downloaded from the Sourcing Event The successful supplier's final response as 
accepted by the State Entity* shall mean the final cost and technical proposals submitted by the awarded supplier 
and any subsequent revisions to the awarded supplier s cost and technical proposals and the contract terms and 
conditions due to negotiations written clarifications or changes made in accordance with the provisions of the 
eRFP. and any other terms deemed necessary by the State Entity, except that no objection or amendment by the 
supplier to the eRFP requirements or the contract terms and conditions shall be incorporated by reference into the 
contract unless the State Entity has explicitly accepted the supplier's objection or amendment in writing 

Please review the State Entity's contract terms and conditions prior to submitting a response to thrs eRFP 
Suppliers should plan on the contract terms and conditions contained in this eRFP being Included in any award as 
a result of this eRFP Therefore, all costs associated with complying with these requirements should be included 
In any pnctng quoted by the suppliers The contract terms and conditions may be supplemented or revised before 
contract execution and are provided to enable suppliers to better evaluate the oosts associated with the eRFP 
and the potential resulting contract 

Exception to Contract 

By submitting a proposal each supplier acknowledges its acceptance of the eRFP specifications and the contract 
terms and conditions without change except as otherwise expressly stated In the submitted proposal If a supplier 
takes exception to a contract provision, the supplier must state the reason for the exception and state the specific 
contract language it proposes to include m place of the provision. Any exceptions to the contract must be 
uploadeo and submitted as an attachment to the supplier s response Proposed exceptions must not conflict with 
or attempt to preempt mandatory requirements specified in the eRFP 

In the event the supplier is selected for potential award, the supplier will be required to enter into discussions with 
the State Entity to resolve any contractual differences before an award ts made These discussions are to be 
finalized and all exceptions resolved within the period of time identified In the schedule of events Failure to 
resolve any contractual issues will lead to rejection of the supplier The State Entity reserves the right to proceed 
to discussions with the next best ranked supplier 

The State Entity reserves the right to modify the contract to be consistent with the apparent successful offer, and 
to negotiate other modifications with the apparent successful supplier Exceptions that materially change the 
terms or the requirements of the eRFP may be deemed non-responsive by the State Entity, in its sole discretion 
and rejected Contract exceptors which grant the supplier an impermissible competttive advantage, as 
determined by the State Entity, in its sole discretion, will be rejected If there Is arry question whether a particular 
contract exception woiid be permissible, the supplier s strongly encouraged to inquire via written question 
submitted to the Issuing Officer prior to the deadline for submitting written questions as defined by the Schedule 
of Events 

8. List of eRFP Attachments 

The following documents make up this eRFP Please see Section 2 2 2 ‘eRFP Review' for instructions about 
how to access the following documents Any difficulty locating or accessing the following documents should be 
immediately reported to the Issuing Officer 
A Slate Entity eRFP (this documerl) 

B Special Term Definitions from Section 1 6 'Definition of Terms' of this eRFP 
C Supplier s General Information Worksheet from Section 4 2 of this eRFP 
D SPD-SP054 Immigration and Security Form - Page 25 of Stale Contract 
E Mandatory Response Worksheet from Section 4 3 of this eRFP 
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F Mandatory Scored Response Worksheet from Section 4 4 of this eRFP 

G. Cost Worksheet Line Item Budget from Section 5 ‘Cost Proposal' of this eRFP 

H. Cost Proposal Rate Schedule 
I Certificate of Non-Collusion 
J. Tax Compliance Form 


Revised 03/29d 1 1 Sot 18 


SPD-SP016 


ATTACHMENT 6 
CONTRACTOR’S RESPONSE 


Event Details 


ErorWlO 

40500-CRM0Q00431 

Format 

Sail 

Type 


Pago 

Eronl Round 

1 

Version 




Eronl Name 

f-o si tlv*» AX terns t 


ObAUCV .Jl7 




05/15/2017 JOl10l15 EOT 


06/05/2017 17iC0lQC- g U1 


Event Currency: US Dollar 

Bids allowed In other currency: No 


Bid Number: 

Bid Date: 

Total Bid Amount: 


1 

06/05/2017 13:39:25 EDT 
160.400.00 


Bidder: Life Reeouloes of Georgia, Inc. 

P.O. Bo* 2323 
Dacula GA 30010 
Untied Slates 

Submit To: Department ot Public Health 

Georgia Department ot Pubkc Health 

2 Peachtree Street NW 

1&th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleon,lane@dpn.gq.gov 


Event Description 

l-uxeu«uiL te the u‘*.dtd Purchasing AcL lUfflclal Code of Georgia Annotated 5SSU 5-SD ot , Lhle electronic fcecjueel for 

fyupoasle iskPFi lo Using issued to establish * cunCiact with * qualified Ctantrsctui whu will eexvs am the COuttAOt 
Min-Cwesmt Agency to Actuinlstsx the Positive Alternatives fox Piegnuocy and Parenting Grant Piogxan tot the Georgia 
Cepaj cxunc of Public Health Ottic* o i Maternal And Child Health t baitsinattax , the State Entity) am tuxchex dewer lbed In 
this cRPF. 

Tbs Positive Alternatives for Pregnancy and Paronting Grant Program la established to dovolop a etato-wlde offort that 
promote* boalthy pregnancies and childbirth by awarding granto to nonprofit organ 1 rations to provide pregnancy support 
aervioes at no coot. The Contract Hanagrtmnt Agency i hereinaf ter. £ the Agency* will select Diroct Client Service 
Provider* thereinafter. Providers and subcontract with the Providers to provide pregnancy support services. 


per fmre informat i =n regarding this solicitation please click on the "Click To Pui/rnt t Your Reaponsw* link. 

if you ex|Mi r is ties technical d i I f icu It lee accessing the bid dccumants, plasae uuntaoL Lie t'sacn Osurgla Marketplace Help 
Seek eL 4Q4 657-6000. Plseaa contact lha Teem Georgia Marketplace Help Dash In eeg.'le tine In atdet that you nay aubnlt 
yoiu response to tha solicitation by the deadline. 

General Comments 

- Version 3 - 

Added the Cuest lens and An awe i roc unset and Addeodun aignaturo page 

Fleece note your conpany mist be registered in Team Georgia Marketplace to acceoo doconncs for this eol lei tat ion 
and to submit your response. 

Listed below ire the attached dneunente that rmke up this **RFT and car be accessed in Teas Georgia M»rketplsoe 
TTWl . r— «ure to read them in their entirety and consists fc upload ALL applicable dacuienrB with the • that naet 
he eufcwntted «a part of your bid package. Any difficulty locating cr accessing the following dominants should fc» 
irtseidi at el v reported to the ieeuirvg Officer. 

Fleese be sore to --otrpleLa the ALL of the da c u s e r ies with an aster lak I*' « upload theai ee p+tt of vum bid. 

FAILURE TO SUPPLY TO I CCMPLE7E0 £OCl%«Wri3l WILL THE BIDDER A3 - RE3 FOK3IVE. 


1. State Ekitlty eRFF ithla document! < ays tarn Generated 

2. Roviood Contract Shall 

J . "Supplier Oeneral InEonstion Worksheet 

4. •PPD-PP014 Invnigration and Security Form Attachment d of the 3tste Contract 

5. "Mandatory Response Vtorkoheet 

4. "ftandatory Scored Response Worksheet 

7, •“m* Proposal Line Iren pudger .^r cost proposal Pate Schedule. 

6. •Certificate nf firm-Oil 1 ue inn 
"Tax Cocrg?! lance Potti 

IQ. Addendum 1 denature page 


FLEAt'R NOTE: iou nuet be lugged into Teain Georgia Mat kac piece end al-ssr'. title bid Invitation lo order to view the 
ittAubeitCa. If you have any difficulties registering/logging Lnto TCM, please coot act tbs TOM Help Desk ot <404! 
€57-4000 


General Questions 

fOwMon- - uom 

You n*j*t 7:6 ’VW. A At Conviwnts aiid Anamirwnis- 
llnk ot thc« Evsnt so aocssa lha «Rr« instnicsons 
doewnont Hava you oompiataO Tits task 7 

Raquuad Yas Mansalory Rasponsa Yas 


Baat Wore 


Yas 


V 
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Event Details (cont.) 


PeopleSoft Strategic Sourcing 

Event ID Format Type Page 


Event Round Version 

Event Name 


Start Time 

Finish Time 

06/0&/2017 17]ODiOO BCT 

Event Currency: 

Bids allowed in other currency: 

US Dollar 

No 

Bid Number: 

Bid Date: 

Total Bid Amount: 

1 

06/05/2017 13:38:25 EOT 
188,400.00 


Bidder: Life Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30010 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Health 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


Response Comments 


I Question uom Bo*t Worst Re spo n se 

Company Information 

Hare you provided your company and contact 
mfoimation? You must provide this ntoimaSon as an 
attachment by clicking on me mk to the tight 'Add 

Comments or Attachments.' Yes 

Required: Ye* Mandatory Response; Yss _ Y 


Response Comments 


Georgia Based 

Are you a Georgia Based company as defined in SPD-SP0»2 

Supplier General Infoimaton Worksheet? Ves 

Required Yes Mandatory Response No _ Y 

Response Comments_ 


Minority Business Classification 

Are you a Mnonty Busneas as deferred In 5PD-SP042 

Supplier General Informadon Worksheet? Yes 

Required Yes Mandatory Response No _ fL 


Response Comments 

_ | 


Seles end Use Tax Compliance 

Have you completed Ihe Sales and Use Tax Form (prcmded 
as a link in Ihe eRFP Instructions attachment)? You 
must provide the completed toim as an attachment by 
clicking on Die link to the right entitled 'Add 

Comments or Attachments' Yes 


Y 


Required: Yes Mandatory Response Yes 






























Event Details (cont.) 


PeopleSoft Strategic Sourcing 

Event 10 Format Type Page 


Event Round Version 

Event Name 


Start Time 

Finish Time 

06/0&/2017 17iODi00 BCT 

Event Currency: 

Bids allowed in other currency: 

US Dollar 

No 

Bid Number: 

Bid Date: 

Total Bid Amount: 

1 

06/05/2017 13:38:25 EOT 
188,400.00 


Bidder: Life Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30010 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Health 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


Response Comments 

I Question uom Bmti Worst Response 

Srnaff Business 

Are you a Small Business entry as defined m SPD-SP04Z 

Supplier General Informalon Worksheet? Ves 

Required Yes Mandatory Response: No _ ¥ 

ReeDonee Comments 


Communication with Issuing Officer 

By answering *yee*. tie Olteroi acknowledges the lule 
tegardng rastr.cecns on the suppliers communicason 
wilh state stall members If a communicator is 
questionable the Offeror agrees to contact the 

idsnoted Issung Crticei to request assistance ves Select One 

Opsens Yes X 

No 

Required: Yes Mandatory Response Yes 


Reeponso Comments 


PCard Payments 

Does your company accept Procurement cards as a method 

ol payment? Ves 

Required Yes Mandatory Response No _ 0. 

Response Comments 


Reciprocal Pieterencs Law O C G A §50-6-001 b> In which 
state is your company domiciled? 

For Tie purposes ol evaluation only. Suppliers resident 
kt the Stake of Georgia wit be granted the same 
preteienoa over Suppliers resident in another state In 
the earns manner, on the same basis and to the same 
extent (hat preference is granted in anaroing bids for 
(he same goods or services by such other stale to 
Suppliers resident dereln over Suppliers resoant h 
the State ot Georgia 

























Event Details (cont.) 


PeopteSoft Strategic Sourcing 

Event 10 Format Type Page 

Event Round Version 

Event Name 

Fugitive Alternatives lor Pre ananov SO'-7_ 

Start Time Finish Time 

01/15/2017 20llQll9 EPT _ Qt/QS/3017 171 00100 HOT _ 


Event Currency : US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date. 06/05/2017 13:39:25 EOT 

Total Bid Amount: 189,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30019 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Hearth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


NOTE: For the purposes ot this law, the definition oI 

a resident Supplier is a Suppser who e domiciled In 

the State of Georgia. Select One 

Options: Alabama 

Alaska 
Arizona 
Aikanaei 
CflStomra 
Colorado 
Conned! ait 
Delaware 
Washington DC 
Florida 
Georgia 
Hawaii 
Idaho 
Illinois 
Indiana 
Iowa 
Kansas 
Kentucky 
Louisiana 
Maine 
Maryland 
Massachusetts 
Michigan 
Minnesota 
Mississippi 
Missouri 
Montana 
Nebraska 
Nevada 

New Hampshire 
New Jersey 
New Mexico 
New York 
North Carolina 
North Dakota 
Ohio 

Oklahoma 
Oregon 
Pennsylvania 
Rhode Island 
Souti Carolina 
Soon Dakota 
Tennessee 
Texas 
Utah 
Vetmcnt 
Virginia 
Washington 
West Virginia 
Wisconsin 
Wyoming 
Otier 

Required: Yes Mandatory Response No 


- 





















Event Details (cont.) 


PeopteSoft Strategic Sourcing 

Event ID Format Type Page 


Event Round 

Version 


Event Name 

1 tfi4 1 1 ivB t’.nrti.tel 



Start Time 

Finish Time 



119 BUT 09/05/2017 17j( 

)DlOO HFT 


Event Currency : US Dollar 

Bids allowed in other currency: No 


Bid Number: 

Bid Date: 

Total Bid Amount: 


1 

06/05/2017 13:30:25 EOT 
188,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30018 
United States 


Submit To: Department oil Pubic Health 

Georgia Department ol Public Hearth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


Response Comments 


Question UOM Best Worst Response 

Please select the option that most accurately ddines 
your company based on me detniecns below 

"Georgia Resident Business means any business mat 
regularly maintains a place Item which business is 
physically conducted in Georgia tor ai least one year 
prior to any bid or proposal to the state or a new 
business tiat is domciled in Georgia and which 
regulaity maintains a place from which business is 
physically conducted m Georgia, provided, however, 
that a place from which business c conducted shall not 
mdude a post office bon a leased private mailbox 
site trailer, or temporary structure 

A Small business is defined as a business mat is 
independently owned and operated In addtron such a 
business must either have tewer (han 300 employees or 
less than $30 m*on In gross receipts per year 

'A Georgia Resident Small Business wocid be a business 
that meets Ore requirements for both a Georgia Resident 
and Smdl Business 

A>so, me State enoouragas art companies to 
sub-contract persons ot any stale contract to small 
and minority business enterprises SuppAers 
interested in taking advantage of the Georgia ncome 
tax mcenwes provided tor by Ihe Official Code of 
Georgia Annotated Section 46-7-38 relative 10 the use 
ol mnonty subcontractors In tie peifoimancs of 
contracts awarded by the State of Georgia, should 
contact the Vendor Relations Administrator 

Vendor Relations Administrator 
Department of Administrative Services 
200 Piedmont Avenue S.E 
Suite 1308. West Tower 
Atlanta, Georgia 30334 0010 
Telephone 14041667-8000 
Fax 1 4041 <557-8444 

Options: Georgia Resident Business 

Georgia Resident Small Business 
Small Baseness 
Not Applicable 

Required: Yes Mandatory Response No 


Select One 
X 









Event Details (cont.) 


PeopleSoft Strategic Sourcing 

Event ID Format Type Page 


Event Round Version 

Event Name 


Start Time 

Finish Time 

06/0&/2017 17iOD:00 BCT 

Event Currency: 

Bids allowed in other currency: 

US Dollar 

No 

Bid Number: 

Bid Date: 

Total Bid Amount: 

1 

06/05/2017 13:38:26 EOT 
188,400.00 


Bidder: Life Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30010 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Health 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


Response Comments 


Question UOM Best Worst Response 

Am you a Woman Owned business? 

A business that >8 at least 51 % owned and controlled by 
one or mom women and primanty managed by one or more 

women No 

Required Yes Mandatory Response: No _ H 


Response Comments 


Am you a Veteran-Owned Small business? 

Veteran-Owned Small Business as used in tins provision 
means a small business tiat: (I) is at least 51% 
unconditionally owned by one or more velaians (as 
defined at 36 U S C 10112)). or In the case o' any 
publicly owned business at least 51% ol tie stock of 
wlwch is unconditionally owned by one or mom veterans 
and 00 whose management and dally business operators 

ate controfted by one or more veterans No 

Required: Yes Mandatory Response: No _ &. 


Response Comment* 


Can your company be dasslied es a Mnority Owned 
Business? 

Select Tie optional below that correctly identifies 
your company based on the below detention ol a 
minority business. 

A Mncnty Business enterpnse means a small business 
concern which Is at least 51 % owned and controled by 
one or more mm onties and is sutnonted io do and is 
doing business under the laws ot the Suae of Goorga 
paying ail (axes duly accessed and dormetied within 
this state lOtfloal Code ot Georgia Annotated 

$50-5-131). Select All That Apply 

Options Atncan Ameitcan 

Aslan Ameitcan 
HiepantcLatino 
Native Amencan 
Pacific Islander 

























Event Details (cont.) 


PeopteSoft Strategic Sourcing 

Event 10 Format Type Page 


Event Round 

Version 


Event Name 

1 tfi4 11 iv(i r.r«rti.<«l 



Start Time 

Finish Time 



119 BUT 09/05/2017 17j( 

>DlOCJ HPT 


Event Currency: US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date: 06/05/2017 13:38:25 EOT 

Total Bid Amount: 1 88,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30018 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Heatth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dpn.ga.gov 


Question 

Returned 


Not Applicable 

Yes Mandatory Response No 


UOM Best Wars! 


Response 

X 


Response Comments 


Is your company a scruSnizsd company"? 

Any Supplier that currently and or previously within 
the last three years has had business activises or 
other operations outside ol the United States, must 
certify that It >s not a 'eciutmized company* A 
scrutinized company is a company conducting business 
operations in Sudan that is involved m power 
picducscn activttes mnartt extiactltxr actrvllias 
oil-related acsvtiee or the production ol military 
equipment but excludes a company which can demonstrate 
any ol the tallowing sxoepSons noted in O C G A 
Section 50-5-84 False certification hereunder may 
result in crvil penalties, contract termination, 
meligitxlily to b>d on stale contractors tar three or 
more years, and-or my other available remedy II Ore 
Supplier Is a sciutwlzed company, Ihe Supplier shall 
not be eligble to bid on or submit a proposal tor a 
contract with Ihe State Entity unless DOAS makes a 
delermnaton m accordance with O CG A Section 
50-5-84 that It is in fie best Interests of Ihe State 
to permit the scrutinized company to submit e bid or 
proposal Any scrutnized company desiring DOAS to 
make sudr a determination should contact both DOAS and 
the Issuing Offloer enmedateiy 

Fhease mzfce a selection from Ihe three options 
A I certify my company is NOT a ’scrutinized company* 

B i certify mry company is a ‘sctusnlzed company* 

C I certify 1 hare requested and received written 
permission fmm DOAS to submit a response lb this Event 

In accordance with O.C G A Section 50-5-84 Select One 

Optons: A X 

B _ 

C 

Required Ves Mandatory Response: No 


Response Comments 












Event Details (cont.) 


PeopteSoft Strategic Sourcing 

Event ID Format Type Page 


Event Round 

Version 


Event Name 

1 tfi4 11 iv(r r, fsrn.il 



Star! Time 

Finish Time 



119 BUT 09/05/2017 17j( 

>DlOO HPT 


Event Currency : US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date: 06/05/2017 13:38:25 EOT 

Total Bid Amount: 188,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30018 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Hearth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


Qu estion UOM B eat_Worst 

Do you have the minimum number of full consecutive 
years of experience as defined m the eRFP document 7 
You must provide this detailed Information as an 
attachment by clicking on tie ink to Ihe itgM 'Add 

Comments or Attachments* Yes 

Required: Yea Mandatory Response: Yes 


Response 


V 


Response Comments 


Georgia Security Immigration 

Pursuant to OCG A $ 13-10-81. all contractors or 
subcontractors who enlar Into a contract with the Slate 
Enfty in connection win Ihe physical pertoimance ol 
servioes wnhin this state sha« register and 
partopale in Ihe federal work authorisation program 
to venty Intoimaaon of all employees To be eligible 
tor contract award, the suppvermust return Ihe 
attadied form. Because this form musl be signed and 
notarised tie supplier must comply with Ihe Slate 
Entity's instructors for mailing and receiving this 
form Does fhe supplier agree to fully comply wrth 

Ihis requirement 7 Yes 

Required. Yes Mandatory Response. Yea _ V 


Response Comments 


Have you comptetea the Mandatory Response work sheer as 

defined in Ihe eRFP document 7 Yes 

Required: Ye8 Mandatory Response: Yes _ Y 


Response Comments 


Standard Insurance Requirement 

If awarded are you prepared to provide Insurance as 

datined in the sourcing event 7 Ves 


Jf 


Required Yes Mandatory Response Yes 























Event Details (cont.) 


PeopteSoft Strategic Sourcing 

Event 10 Format Type Paae 

Event Round Version 

Event Name 

Knelt ive Alternatives lor Pre gnancy SO'-7_ 

Start Time Finish Time 

01/15/2017 20rlQll9 EPT _ Qt/QS/3017 171 00100 HOT _ 


Event Currency : US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date. 06/05/2017 13:39:25 EOT 

Total Bid Amount: 189,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30019 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Hearth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dpn.ga.gov 


Response Comments 


Lint Pttailt_ 

Line: t Item 10: LlneOty: t UOM: Each Bid Oty: I 

Required: Yes Reserve Price: No 


Description: Agency Support Services Total 

Question_ UOM _Beet Worst Response 

What ts your did price 7 0 


Requred Yes Mandatory Response No 


189400 


Response Comments 














Event Details (cont.) 


PeopteSoft Strategic Sourcing 

Event 10 Format Type Page 


Event Round 

Version 


Event Name 

1 tfi4 1 1 ivB 1 ,fern.Ml 



Start Time 

Finish Time 



H9 BUT 06/05/2017 171C 

)DiOO HPT 


Event Currency : US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date. 06/06/2017 13:38:25 EOT 

Total Bid Amount: 188,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30018 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Hearth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


Appendix A • Line Specifications_ 

Line: '1 Item ID: " Line Qty: 1 UOM: Each 

Description: Agency Support Services - Total 


Manufacturer 
Item Longth: 
Item Width: 
Item Vokane: 
Item Weight: 
Item Sire: 


Mfg Item ID: 

Itum Haight: 0 

Dimension UOM: 
Volume UOM 
Weight UOM: 

Item Color: 


CUnniM/i 

artippiny irnormauon 


Schedule: 1 

Ship To: 

S PH Contracts Procurement 

Quantity: 1 


Georgia Dept ol Pubic Hearth 

Due Date: 08110/2017 


Contracts Procuiernant & Purchasing 

Freight Terms: 


2 Peachtree St NW Ste 9-222 

Ship Vis 


Atlanta G A 30303 














Event Details (cont.) 


PeopleSoft Strategic Sourcing 


Event 10 Format 

Type Page 

Event Round Version 


Event Name 

1 Positive Al t.nrnat i vbc fnr rUMin.4r.nv 

J17 

Start Time Finish Time 

1 D3/1B/2017 20 j10119 ED? 04/03/ 

2017 17|00i00 BDT 


Event Currency: US Dollar 

Bids allowed in other currency: No 


Bid Number: 

Bid Date. 

Total Bid Amount: 


1 

06/05/2017 13:30:25 EOT 
180,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30010 
United States 


Submit To: Department oil Pubic Health 

Georgia Department of Public Hearth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


Appendix B - Terms & Conditions _ 

1. Introduction. The Tear Georgia Marketplace is provided by the Georgia Department of Administrative Cervices 
;*DC^G*' and it* partner* «r.d wm* as an electronic tool to eupport various state purchasing functions, such 
aa registration of bidders ar.d suppliers, advert1 sonant of contract o-pportunitioa, electronic bidding, and 
contracts management. Access to and/or um of the Toam Georgia Marketplace in governed by those Tcrmn fa 
.’onditions. I>.*AJ? reserve* the right to change the Terms « Conditions at any time with or without notice by 
pouting revisions. You ate responsible for reviewing these Term* fa Conditions mm well ah any euh*ei|ue?it 
changes to the Terms k Conditions. Ltoleea otherwise specified any changes will be effective when posted. 

YOUR ACCE== TO OR USE OF THE TEAM CDDROIA MAFFXT PLACE CONSTITUTEF YQGR AC?EEKHCT TO EE BOUND BY THEBE TERMS fa 
CONDITION. INCLUDING AMY CHANGES THAT EXIST WHEN YOU RE -ACCESS THE TEAM OK'ROIA WR^BTJ-LACB. IF YOU DO NOT 

AO HER WITO THE£E TERI4' fa CONDITIONS. DO MOT UflE THE TRAM GBOROIA KftRKKTFLACR. 

2. Definitions. "You** and M youx* refer to the individual accessing this .-yster ss well as the legal entity the 
Individual is representing. "System* shall irenn DOAS * eSource iryft»! and the Team Georgia Marketplace . 
including but not limited to the FeopleSofta Supplier Relationship Management, Purchaeing and other Financial 
modules. *DOA5* M W, "us* and "our" refer to the Georgia Deportment of Administrative Services. 

3. Accept anno of Thee* Term*. By acceaalng or using the Cystem. you agree that 11) you Have read and understood 
these Terms fa Conditions and i2i you axe bound by the Terms fa Conditions dating your access to and/or uss of 
the System. 

4. Registration. By registering and establishing certain account and psswword Internet Ion, you will gain access 
to certain information, services and/or material! maintained on this System. YOU ARE SOLELY RESPONSIBLE FOR 
MAINTAINING THE MOST CURJUSOT ATfD ACCURATE UirOfUfeTlOtt FOR YOUR IFJSIWESC. FAILURE TO PROPERLY MAIN?AIM YCUR 
ACCOUNT MAY LEAD TO YOUR INABILITY TO FULLY UTILIZE THE SYSTEM. INCLUDING BUT NOT LIMITED TO TOUR ABILITY TO 
RECEIVE CERTAIN EMAIL NOTICES OF BUSINESS OP FORTUNITIK6. As part of properly maintaining you* account. you 
Trust invnodiately deactivate registered rcptcocntatlva b of your conpany who are no longer authorized to 
represent your coupany le.g. terminated employees. etc.I. D0AS reserves the right to assign expiration dates 
to registrations, classify registrations as inactive, or rerrov# registrations when tn do so Is In nut bwst 
interests. Pleas* note the System's accsptancs of your registration is not an indication that you are eligible 
for contract award. In addition, DOAE reserve! ths right to charge a fee for the provision of certain 
service* including, but not limited to, the provision of certain notification emails. 

3. Use of the System. You are responsible for all oontont that you poot e-mail, transmit, upload or otherwise 
make available through the System. You agree not to use the System to iwtke available any aontent that? (!) is 
unlawful harmful in adults or minors, chreaveniny, abusive, harassing, tortious, defanetory, vulgar, obscene, 
llbaloue Invasive of anothex *s privacy, hateful, or otherwise objectionable? 121 Lnfrlngea any patent, 
trademark, trade ooorot, copyright or other proprietary righto of any person? Ill oontains unauthorized 
advertising or solicitations: 141 is intended by you to interrupt, destroy or limit the functionality or 
Integrity or any computer software, hardware ur materials an the Sy*t*r»; or (5) Is misleading, false, 
fraudulent or criminal. You are responsible for maintaining the confidentiality of your password and any 
membership account information. You agree to immediately notify us of any unauthorized use of your password or 
other membership account information and further agree to indemnify and hold us harmless for any inproper or 
illegal us* of yout password. 

4* No Guarantee of Privacy. Your aocess to and/or use of the System may be subject to monitoring or tracking. 

Any end all material! entered into t b~ System shall be considered “public records* and shall be subject to 
public disclosure in accordance with the Georgia Open Records Act. 

7, Right to Restrict or Prohibit Acces«. You acknowledge and agree that DCA3 nay change, modify, amend, suspend 
or dlecuntlnue any septet of the services or the Wystan*, ml any line, without nut Ice and without liability to 
you or to any third party. COAT may Impose limitations on the use of ths System, Including but not limited 
to. limiting the time in which the Bystem nay be accessed and/or limiting the type or volume of materials which 
may be uploaded to the System. You are strongly cautioned to maintain your own records as any and all 
inter nation contained on the System may be removed at D0A3 • discretion at any elm*. WAS may, at its sols and 
absoluto discretion, refuse to accept your registration and nay. at any tlxao after accepting registration, 
refuse to permit your continued use of the System for ar.y reason. In addition, in the event you violate the 
Terms fa Conditions, we reserve the right to ee*k other appropriate ier»?die# against you, Including, but not 
limited to voiding contract award- ei suspension, dehamnaut, criminal proceedings and any ocher renedlea 
permitted by law. 







Event Details (cont.) 


PeopleSoft Strategic Sourcing 


Event 10 Format 

Type Page 

Event Round Version 


Event Name 

1 Posit i vm Al ternat i vbc fnr fmeon.^rirtv •, 

) 17 

Start Time Finish Time 

1 D3/1B/2017 30 r10119 EDT 08/03/ 

3017 17 | 00i00 HIT 


Event Currency: US Dollar 

Bids allowed in other currency: No 


Bid Number: 

Bid Date: 

Total Bid Amount: 


1 

06/05/2017 13:38:25 EOT 
188,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30018 
United States 


Submit To: Department oil Pubic Health 

Georgia Department of Public Hearth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


8. DISCLAIMER <'«P WARRANTIES. DOA' do** not represent ut rf*rrar.t that the Syatu-n, will operate ur.LnUt t upte<3 uc 
rrror-frM, The System and any infat station ot notarial contained on the System is pro vi dud to you on on “as 
in" and "as available* basis. Any material downloaded or otherwise obtained through the use oE the System is 
done your own discretion and risk and you shall b* solely responsible for *ny d«*msg«» lu your conputer system 
or loss of data that reeults from the download of any such macailal. All conditions representat1 one and 
warranties whether express, implied atatutory. or otherwise, including any implied warranty of 
merchantability. fitness for a particular purpose, or non-infringement of third party rights, are hereby 

diedaimed. No advl.« or Information, whether oral at written, obtained by you from tl»w *-rvlcs shell ciMt# 
any warranty. DOAS ie not liable and ehall have no responeibillty of any kind to you fox any lose or damage 
that you incur in the event of lil any failure or interruption of the System: Iill any act or omission of any 
third party involved in making this -ystem or tdat a contained herein available to your fill) any other cause 
relating to your access 01 use. or inability to access or use, any portion of this System or materials on this 
System, whether or not the circumstances giving rise to such cause may have been within the control of DORS or 
of any vendor providing software, services or support. In no event will DOM be liable to you for any direct, 
spedal. indirect, consequent 1*1, or incidental damages or any other lose or damigee of *ny kind even II DOM 
lias been advised of the possibility thereof. 

9. Software it “bird tarty Content. information presented on the rystem is collected, maintained, and provided by 
DOAS. Its partners, and other government entities. While every effort Is made to keep such information accurst*, 
and up-to-date. DOAS does not certify the authenticity of any information that is provided on this System. 

Under no circunstancen will DOAS be liable for any act Iona taken or onisoions made from reliance on any 
Lnforimtioei contained herein frx7tn whatever sources nor will DOM be liable for any othei coneequenoee frnm any 
such reliance. Further, certain information and content available on the System may be provided by one or sore 
third partiaa under license to DOA 3 i*Third Party Content"). The Third Party Content is. in each case, the 
copyrighted work of tbe creator/licensor. Without the consent of the applicable third party licensor, you shall 
only have the right to display the Third Party Cor:ant on your personal corputer and to view such content for 
your personal use. Any use of the software other than as required to navigate tits System and utilize tbe 
functionality offered through the System is expressly prohibited. No right to aopy. distribute iin any manner 
through any means including without limitation rent, sales lease, loan, or transfer*, publicly display, 
publicly per lorn nr modify the suit ware accessible on the -ysiMtti 1 m granted, ui nay 1>« Implied by the** Terse » 
Conditions. You ray not da -inpile, disassemble, reveres engineer or otherwise attenpt to discover tha worn _« 
rode to tbe software without the express written permission of the creator/licensor. 

10. Link* to Third Party Web Sites. The Syeten may contain links to other website* that ate nor under Eh# control 
of or maintained by DOAS. You acknowledgo that EQAS Is providing these links to you only as a convenience and 
suah provision of these links does not imply endorsement by DOM of tbe websites or any part of its contents. 
You further egrew that DOM ie not r*»*piinnibi* tor the content or ‘.inks displayed on such websites. 

11. Indemnification. You hereby waive, release, discharge and agree to indemnify, protoct and save harmless the 
State of Oeorgia its agenciee. departments. authorities and instrumentalities, and the officers, directors and 
enployesM of each thereinafter collectively referred to a* • InrWoinlts*** •), cjf and fttim any and all claim*, 
demands, liabilities. Losses, penalties, fines, fesa. interest awards, judgments, sattlemont payments, coats 
or expenses caused by. growing out of, or otherwise happening in connection with: <a* any breach of these Terms 
k Conditions hereof : 1 b) the violation of any applicable law, rule or regulation: or Icl damage to or 
destruction of tangible or intangible property (Including data and software) r Idi your misuee or modification 
of the System,* in whole or in part caused by or resulting from any act or oadsslon by you. This indemnificatlon 
applies notwithstanding the fact that third parties or any of the Indennitees may be partially responsible for 
the event * giving rise to the claim; or the claim repair* in a monetary obligation that exceed# any con 1 1 actual 
uuDmltnsnt. How.vex if any of the Indemnitees or third parties are partially responsible for the events 
giving rise to tbe claim, your indemnification obligation hereunder shall apply only to tha extent that you 
contributed to the events. The foregoing indemnity is conditioned upon prompt written notice of any claim, 
action or demand t«r which Indemnity lw claimed* 

13. relationship of Parties. Each party shall be and act as an independent contractor of the other and shall not 
bind nor attempt to hind tbe other to any contract. No agency, partnership, joint venture ripinyee-errloyer or 

franchisor franchisee relationship is Intended nor created ky these Terme L Conditions. 

13. Miscellaneous. Bach party agrees to comply with all applicable laws, statutes, ordinance- and regulations 
t Mg* t ding uee of 'he flyut-em including any transactions entered into as a result, of use of I he System. It any 
provision of those Terme «• Conditions ie held by a court of competent jurisdiction to be Invalid or 
unenforceable, such determination shall not affect tha validity or enforceability of any other part or 





Event Details (cont.) 


PeopteSoft Strategic Sourcing 

Event ID Format Type Page 

Event Round Version 

Event Name 

Kneltive Alternatives lor Pre ananov SO 17_ 

Start Time Finish Time 

01/15/2017 20llQll9 EPT _ Qt/QS/3017 171 00100 HOT _ 


Event Currency : US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date: 06/05/2017 13:38:26 EOT 

Total Bid Amount: 180,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30010 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Health 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dpn.ga.gov 


provision of these Terms & Conditions. Further, it any provision of these Terms & Conditions is determined to 
be unenforceable by virtue o< its scope, but may be made enforceable by a limitatron of the provision, the 
provision shall be deemed to be amended to the minimum extent necessary to render It enforceable under the 
applicable law. The failure of DOAS to enforce any righl or provision in these Terms & Conditions shall not 
constitute a waiver of such nght or provision. The Terms & Conditions comprise the entire agreement between 
you and DOAS and supersede all prior or contemporaneous negotiations, discussions or agreements, il any. 
between the parties regarding the sub|ed matter contained herein. The laws ol the Stale of Georgia shall 
govern and determine all matters aremg out of or in connection wsh these Terme & Conditions and/or the use 
of this System withoul regard to the choice of law provisions ol state law. In the event any proceeding ot a 
quasi-judicial or judicial nature is commenoed in connection with these Terms & Conditions and/or the use ol 
Inis System such proceeding shall solely be brought In a court or other forum ol competent jurisdiction within 
Fulton County. Georgia. This provision shall not be oonstiued as waiving any immunity to suit or liabikty. 
including withoul limitation sovereign immunity, which may be available to DOAS. 

14* Tb*v# tenm* «ntoctlv* 4k o' 10/51/2009 And «ny previous vsrolon*. 


Last Updated! 09/14/2010 
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Event ID Format Type Page 


Event Round 

Version 


Event Name 

1 tf!4 1 t ivB r,ft r«.*« 1 



Start Time 

Finish Time 
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>DlOO HPT 


Event Currency: US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date. 06/05/2017 13:38:26 EOT 

Total Bid Amount: 180,400.00 


Bidder: Lila Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30010 
United States 


Submit To: Department oil Pubic Health 

Georgia Department at Public Hearth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.lane@dph.ga.gov 


Appendix C - Bid Responses 

General Questions 

Quaatlon _ Reeponee 

You must select ihe 'View, Add Comments and 
Attachments' ink at tbs Event to access the aflFx 
Instmctons document Hove you completed this 
task 7 Y 

Company intormalion 

Have you provided your oompany and contact 

inform anon? You must provide this mtoimation as 

an attachment by didong on the link to the right 

'Add Comments or Attachments * Y 

Georgia Based 

Are you a Georga Based company as aofried In 
SPD-SP042 Supplier General mtoimallon WoiVefieer Y 

Mnonty Business Classification 

Are you a Minority Business as defined in 

SPD-SP042 Supplier General kitoimatton Worksheet? N 

Sales and Use Tax Compliance 

Have you completed me Sales and Use Tax Form 

(provided as a link in Ihe eRFP Irstrucsone 

attachment)? You must provide Ihe completed town 

as an attachment by didong on Ihe link to the 

right enlited 'Add Comments or Attachments' Y 

Small Business 

Are you a Small Business entity as defined In 

SPD-SP042 Supplier Qen eral mtoimalion Worksheet? Y 

Communicakon with issuing Officer 

By answenng "yes' the Offeror acknowledges tie 

rule regarding restncttcns on the supplier's 

communication with state staff members If a 

communication is questionable the Oteior agrees 

to contact the identified Issuing Officer to 

request assistance Yes 

PCard Payments 

Does your company accept Procurement cards as a 

mettiod of payment? N 








Event Details (cont.) 


Bidder: 


Submit To: 


Contact: 

Phone: 

Email: 


Question _ Heeoonae 

Recprocal Preference Law O.C G.A. §50-5-00(0) In 
which state >s your company dormctierP 

For the purposes ot evaluation only Suppliers 
resident In me Slate of Georgia will tse granted 
Ihe same preference over Suppliers resident in 
another state In Ihe same manner, on Ihe same 
basis and to me same exlentthat pieterenceis 
granted n awaidng bids tor the same goods or 
services by such otter slate to Suppliers resdent 
(herein aval Suppliers resident n the Slate of 
Georgia 

NOTE For the purposes of mis law Ihe 
definition ot a issident Supplier is a Suppllei 

who is domiciled in the State ot Georga Georgia 

Please select Ihe option mat most accurately 
defines your company baaed on the definitions 
below 

Georgia Resident Business means any business 
that regulany maintains a place from which 
business is physically conducted in Georgia for at 
least one yeai prior to an y bid or proposal to the 
state or a new business mat Is demoted in 
Georgia and which regularly maintains a place trom 
which Busmess is physically conducted m Geoigia; 
provided hew ever mat a place horn which 
business rs conducted shad not Include a post 
office box a leased pnvsne mailbox, site 
trailer or temporary structure 

"A Small business is daisied as a business mat 
is sidependenlty owned and operated In addticn 
such a busmess must ether have fewer than 300 
employees or less than S30 million in gross 
receipts per year 

'A Georgia Resident Small Bushes* would be a 
business that meets me reguuements tor both a 
Georgia Resident and Small Business 

Also, Ihe State encourages all companies to 
sub-contract portions of any state contract to 
small and minority business enterprises 
Suppliers interested h taking advantage ot the 
Georgia income tax incentives provided tor by the 
Otfioai Code ot Geoigia Annotated Section 
48-7-38 relative to the use ot minonty 
suboontiactois in the performance ot contracts 
awarded by ihe Slate of Georgia, should contact 
the Vendor Relations Admirestrator 

Vendor Relations Adnwilstiator 
Department ot AOnmstraiive Services 
200 Piedmont Avenue. S E 
Suite 1308 West Tower 
Atlanta, Georgia 30334 0010 
telephone (404HJ67-0000 


PeopleSoft Strategic Sourcing 

Event ID Format Type Page 

Event Round Version 

Event Name 

Fugitive Alternatives lor Pre onanov SO 17_ 

Start Time Finish Time 

Db/15/2017 3IOrlQll9 HPT _ Qt/QS/3017 I'll PC 100 HOT _ 


Event Currency : US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Dale. 06/0572017 13:38:26 EOT 

Total Bid Amount: 188,400.00 


Life Resources ot Gootgia. Inc. 

P.O. Box 2323 
Dacula GA 30018 
United States 

Department ol Pubic Health 

Georgia Department ot Public Health 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Kathleen Lane 404/232-1144 
kathleen.lane@dph.ga.gov 
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PeopteSoft Strategic Sourcing 

Event 10 Format Type Page 

Event Round Version 

Event Name 

Fugitive Alternatives lor Pre gnancy SO 17_ 

Start Time Finish Time 

01/15/2017 20llQll9 EPT _ 08/05/3017 171 00100 HOT _ 


Bidder: 


Submit To: 


Contact: 

Phone: 

Email: 


Fax: (404) 057-8444 

Are you a Women-OwneO bosmess? 

A tueinees tnat Is at least 51S owned and 

controlled by one or more women and pnmsnly 

managed by one or more woman N 

Are you a Veteran-Owned Smal buamees’ 

Veteran-Owned Small Business as used m this 

provision means a small business that io is ai 

least 51% unconditionally owned by one or more 

veterans (as defined at 38 U S C 101(2)); or in 

the case ot any publidy owned business at least 

51% of the stoat ot which is uncondfionally owned 

by one or more veterans, and (II I whose management 

and doty business operations are controlled by 

one or more veterans N 

Can your company be dassfied as a Minority Owned 
Business'? 

Select the oplicms) below that correctly 
identifies your company based on die below 
definition at a minority business 

A Mnoitty Business enterprise means a smell 
business concern which is at least 51% owned and 
controlled by one or more rrunorlMs and is 
authonzed to do and is doing business under the 
laws ot ths State ol Georgia paying all taxes 
duly accessed and domiciled wilhin this state 

(OtlkSal Code ot Georgia Annotated $£0-5-131). Not Applicable 

Is your company a sciutmized company? 

Any Supplier that currently and or previously, 
winn the last three years, has had business 
activities or other operations outside of the 
United States must certify that It is not a 
‘scrutinized company*. A scrutinized company is a 
company conducting business operations in Sudan 
that is involved m power production aclrviaes 
mineral extraction acdvlfies oil-retated 
activities or the production ot military 
equipment but excludes a company winch can 
demonslrala any ot the following exceptions noted 
In O.C.Q.A. Section 50-5-84 False certlllcallon 
hereunder may result in ovil penalties, contract 
termination, ineligibility to bid on state 
contractor lor three or more years andror any 
other available remedy It the Supplier is a 
scruwized company the Supplier shall not be 
okypla to bd on ot submit a proposal lor a 
contract win the State Entity unless DOAS makes a 
determination in accordance wi#i O.C QA Sector 
50-5-84 Tralitis m the best interests of tie 
Stale to pormil Ihe scrutinized company to submit 
a bid or proposal Any scrutinized company 
desinng DOAS to make such a determination should 


Event Currency : US Dollar 

Bids allowed in other currency: No 


Bid Number: 

Bid Date: 

Total Bid Amount: 


06/05)2017 13:38:25 EOT 
180,400.00 


Lite Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30010 
United States 

Department ol Pubic Health 

Georgia Department ot Public Health 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Kathleen Lane 404/232-1144 
kathleen.lane@dpn.ga.gov 
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Event 10 Format Type Page 


Event Round 

Version 


Event Name 

1 tfi411 ivB 1 firn.il 



Start Time 

Finish Time 
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Event Currency : US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date: 06/05/2017 13:38:26 EOT 

Total Bid Amount: 180,400.00 


Bidder: 


Submit To: 


Contact: 

Phone: 

Email: 


contact both DOAS and the Issuing Oflroer 
immediately. 

Please make a selection from the three options: 

A. I certify my oompany is NOT a 'scrutinized 
company" 

B. I certify my oompany Is a "sciutmlzed company" 

C. I cerIVy I have isquealed and received v/rrtlsn 

r Bmvssion from DOAS to submit a response to this 
vent In accordance with O.C.G.A. Section 50-5-84. 

Do you hare the mnimum number of lull consecutive 

years ot experience 33 defined In tie eRFP 

document? You must provide tils detailed 

Information as m attachment by dieting on tie 

line to tie right 'Add Comments oi Attachments" V 

Georgia Secunty ImnvgraSon 

Pursuant to O.C.O A 1 13-10 01 all contractors 

or subcontractors wno enter into a contract with 

tie Stale Entity in connector with tie physical 

pertotmance ol services within this state, shall 

negater and participate in the federal wort 

authorization program to verify information o< all 

employees To be eligible for contract award, tho 

suppler must return the attached form Because 

this form must be signed and notahzed. the 

supplier must comply wilh the Stale Entity's 

instructions tor mating and receiving Ms form 

Does the suppler agree to fully comply witi tils 

requirement? V 

Have you completed tie Mandatory Response 

worksheet as defined in the eRFP document? V 

Standard Insutmce Requirement 

II awarded are you prepared to provide insurance 

as deftied in Vie sourcing event? V 

Llne e i tCm !?eml6 - LineOty: l - UOM Each 

Total Line Bid Amount: IBiMOO 
Description: Agency Support Services - Total 


Life Resources ol Georgia. Inc. 

P.O. Box 2323 
Dacula GA 30018 
United States 

Department ol Pubic Health 

Georgia Department ot Public Health 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Kathleen Lane 404/232-1144 
kathleen.lane@dph.ga.gov 


BtdCtty: j 1 


Question 

What is your bid plica? 


laswoo 
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PeopteSoft Strategic Sourcing 

Event 10 Format Type PaQe 

Event Round Version 

Event Name 

Knelt ive Alternatives lor Pre ananov SO'-7_ 

Start Time Finish Time 

01/15/2017 20rlQll9 EPT _ Qt/QS/3017 171 00100 HOT _ 


Event Currency : US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date. 06/06/2017 13:38:25 EOT 

Total Bid Amount: 188,400.00 


Bidder: 


Submit To: 


Contact: 

Phone: 

Email: 


Lite Resources o! Gootgia. Inc. 

P.O. Box 2323 
Dacula GA 30018 
United States 

Department a! Pubic Health 

Georgia Department ot Public Hearth 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

United States 

Kathleen Lane 404/232-1144 
kathleen.lane@dpn.ga.gov 
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PeopleSoft Strategic Sourcing 


Event 16 format 

Type Page 

Bidder: 

Life Resources ol Georgia. Inc. 

P.O. Box 2323 

Event Round Version 


Dacula GA 30319 

United States 

Event Name 


Submit To: 

Department of Pubic Health 

Georgia Department of Public Hearth 
2 Peachfree Street NW 

Start Time 

Di/15/2017 20j10l19 ED7 

Finish Tim© 

o«/os/ad 17 171 oo«oo nn* 


Event Currency: 

Bids allowed in other currency: 

Bid Number: 

Bid Date: 

Total Bid Amount: 

US Dollar 
: No 

1 

06/06/2017 13:38:25 EOT 
188,400.00 

Contact: 

Phone: 

Email: 

15th Floor 

Atlanta GA 30303 

United States 

Kathleen Lane 404/232-1144 

kathleen.lane@dpn.ga.gov 


Total number of attachments are : 19 

File attachments included in this bid submssion are as follows : 

Attached File Attachment Description 

Company Jnfoimakcn do a 

Cost Proposal Une_Jtam Budget Ofe Rasouices of Gaorgia*li» 

Cetilicate of Non Cdluaon • Lite Resources of Georgia p<9 
RFP Addendum_Form_-_ U*e Rescurtas_of.Georgia pdf 
Mandatory Rasponso_ Worksheet Lifa Rosources _ol Georgia nls 
MANDATORY RESPONSE WORKSHEET ATTACHMENT pdf 
MANDATORY SCORED QUESTION ^EXPERIENCE - QUESTION^ 1 pdf 
Mandatory Scored _Response Y/ortrsheetfot IRG xls 
MANDATORY SCORED OUESTION EXPERIENCE QUESTION 1 pdl 
MANDATORY SCORED QUESTION - EXPERIENCE - OUESTION 2pr* 

MANDATORY SCORED QUESTION - EXPERIENCE^- QUESTION^ 3j>d( 

MANDATORY SCORED OUESTION - ORG COMPOSITION - QUESTIONS pdf 
MADATOflY SCORED QUESTIONS STAFFING QUESTION 1 pdf 
MANDATORY SCORED OUESTION - IMPLEMENTATION 1 AND 2.pdt 
MANDATORY SCORED QUESTIONS - REPORTING -_QUESTION_ 3 pdl 
SPD-SP064 Immigration and Sacunty Foim pdf 
Suppllei Geneial Intormatlan Worksheet - LRG xlsr 
MANDATORY SCORED. OUESTION - FINANCIAL - OUESTION l.pdt 
Tax Compliance Form - Lite Resources..of Georgmpdf 






Company Information: 

Company Name: Life Resources of Georgia, Inc, 

Physical Address: 6405 Sugarloaf Pkwy, Duluth, GA 30097 
Mailing Address: P.O. Box 6375, Macon, GA 31208 
Authorized Person's Name: Christina Middleton 
Phone Number: 678-622-5947 
E Mail Address: christina@>liferesourcesga.com 



Solicitation Name Positive Alternatives for Pregnancy Date 

Solicitation Numbe DPH0000126 


Cost Proposal Worksheet 

Section 5 - Cost Proposal 

Unless otherwise specified in theeRFQor contract agreement, all pricing should be inclusive of all costs associated with providing the services 
outlined in the eRFQ (i.e., shipping, postage, etc.). Supplemental Cost Data is neither required nor desired. 

OFFEROR INFORMATION 

Company Name _ Life Resources of Georgia, Inc. _ Contact Name _ Christina Middleton _ 

Address _ Title _ 

Address 2 _ Phone Number _ 

City, State, Zip Email Address 


BUDGET DETAIL SUMMARY 


DESCRIPTION OF SERVICES 

Unit of 

Measure 

Cost per 
Unit 

Number 

of Units 

Total Annual 

Amount 

1 

Personal Services (Salaries) 

One Year 



$115,000.00 

2 

Regular Operating 

One Year 



$20,000.00 

3 

Travel 

One Year 



$12,000.00 

4 

Equipment 

One Year 



$3,000.00 

5 

Facility Costs 

One Year 



$30,000.00 

6 

Per Diem/Fees 

One Year 



$0.00 

7 

Telecommunications 

One Year 



$2,400.00 

8 

Other-spedfy: Grant Meeting/Orientation/Training Expenses 

One Year 



$7,000.00 

9 

Provider Costs (Please leave this line blank. Costs to be determined by the State Entity) 




$0.00 

10 





$0.00 

11 





$0.00 

12 





$0.00 

13 





$0.00 

14 





$0.00 

Total Projected Annual Costs 

* This total cost is the amount that should be entered as the bid in Team Georgia Marketplace/Peoplesoft 

$189,400.00 


I attest the information contained in this Cost Proposal Worksheet is an accurate estimate of our organization's financial proposal 
for this bid event. 


Authorized Signature 
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Printed Name 











































Georgia 


CERTIFICATE OF NON-COLLUSION 

By responding lo this solicitation, the supplier understands and agrees to the following: 

1. That the submitted response constitutes an offer, which when accepted in writing by the State 
Entity, and subject to the terms and conditions of such acceptance, will constitute a valid and 
binding contract between the undersigned and the State Entity; and 

2. That the supplier has read the specifications and requirements shown or referenced in the 
solicitation and that the supplier's response Is made In accordance with the provisions of such 
specifications and requirements except as expressly staled otherwise in the supplier's response: 
and 

3. That the supplier guarantees and certifies that all Items included In the supplier's response meet 
or exceed any and al such stated specifications and requirements of the solicitation except as 
expressly stated otherwise In the supplier’s response; and 

4. That, if awarded a contract, the supplier wil deliver goods and/or services that meet or exceed 
the specifications and requirements of the solicitation except as expressly stated otherwise in the 
supplier’s response: and 

5. That the response submitted by the supplier shall be valid and held open for a period of one 
hundred and twenty (120) days (or such other time period as identified in the solicitation) 
from the final solicitation dosing date and that the response may be held open for an additional 
period of time subject to the supplier’s consent; and 

6. That the supplier's response is made without prior understanding, agreement, or connection with 
any corporation, firm, or person submitting a response for the same materials, supplies, 
equipment, or services and is in alt respects fair and without collusion or fraud. The supplier 
understands and agrees that collusive bidding is a violation of state and federal taw and can 
result in fines, prison sentences, and civil damage awards; and 

7. That the provisions of the Official Code of Georgia Annotated. Sections 45-10-20 et seq. have 
not been violated and will not be violated in any respect. 

DO NOT MODIFY THE BID/PROPOSAL CERTIFICATION TERMS IN ANY WAY. THIS FORM MUST BE 

COMPLETED. SIGNED AND SUBMITTED WITH YOUR RESPONSE 


Contractor's Full Legal Name: 
(PLEASE TYPE OR PRINT) 

Life Resources of Georgia. Inc. 

/)/} /f * A - 6 I I 

Authorized Signature: 


Printed Name and Title of Person 
Signing: 

Christina Middleton. Executive Director 

Date: 

5/30/17 

Company Address: 

P.0 Box 6375, Macon GA, 31208 

FAX Number 


Email Address: 

christtra® Weresourcesga com 

‘This table must be completed in its entirety by the supplier. 


SPD-SP012 


Revised 02/11/11 























Georgia 


RFP Addendum Form 


RFP Number: DPH0000126 

RFP Title: Positive Alternatives to 
Pregnancy 

Requesting State Entity: DPH 

Issuing Officer Kathleen lane 

RFP Initially Posted to Internet: See GPR 

eMail Address: 

Kathleen.Lane@dph.qa.gov 

Telephone: 404-232-1144 

Addendum Number: 1 

Date: 5/27/17 


The purpose of this addendum is to: 

• Add the Questions and Answer Document to the Solicitation 


Note: In the event of a conflict between previously released information and the 
Information contained herein, the latter shall control. 

A signed acknowledgment of this addendum (this page) should be attached to 
your RFP response. 


Lite feflwiflr 




Printed Name and Title 




Revised 02/11t11 


SPD-SPR013 


























Mandatory Questions 


These questions are Pass/Fail. To be considered responsive, responsible and eligible for award, you must answer all questions in this section with a "YES" 

to pass. 

Anv questions vou answer with a "NO" will fail the technical requirements and results in disqualification of the proposal. 

By answering "Yes," you indicate that you meet the individual requirements in the response block provided. ONLY upload documents if there is a Yes in the 
"Upload Attachswith Additional Information?" column, to provide additional information about specific questions. Documents not requested in this column 

will not be evaluated. 

DO NOT INCLUDE ANY COST INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

Question 

# 

Questions per Proposal Factors/Categories 

Response by 
Offeror. Only 
Yes or No 

Answers 

Upload 
Attchts with 
Additional 

Information? 

Attachment File 
Name 


Organization Composition 




1 

Offeror must be a nonprofit organization incorporated in the state of Georgia with a tax-exempt status 
pursuant to Section 501(c)(3) of the Internal Revenue Code of 1986 

Yes 

No 


2 

Offeror must be registered with the Georgia Secretary of State persuant to O.C.G.A. 14-2-1501 (a) 

(2010). Authority to transact business required. 

Yes 

Yes 

Mandatory 

Response 

Worksheet 

Attachment 


Financial Stability 




1 

Offeror must have a system of financial accountability consistent with generally accepted accounting 
principles, including an annual budget 

Yes 

No 



RFP Submittals 




1 

Offeror must submit either the "Cost Worksheet-Rate Schedule" or "Cost Worksheet-Line Item 

Budget." 

Yes 

No 
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MANDATORY 
RESPONSE WORKSHEET 

ATTACHMENT 



STATE OF GEORGIA 

Secretary of State 

Corporations l>ivision 
313 West Tower 
2 Martin Luther kins’. Jr. Dr. 

Atlanta, Georgia 30334-1530 
Annual Registration *Electrontcally Filed* 

Secretary of Stale 

Filing Date 03 09/2017 1? 44 36 

BUSINESS INFORMATION 

BUSINESS NAME LIFE RESOURCES OF GEORGIA. INC 

CONTROL NUMBER : 07055775 

BUSINESS TYPE Domestic Nonprofit Corporation 

BUSINESS INFORMATION CURRENTLY ON KILE 

PRINCIPAL OFFICE ADDRESS P.O Bax 2323. Dacula. GA. 30019. USA 

REGISTERED AGENT NAME Donna Percy 

REGISTERED OFFICE ADDRESS 6405 SUGAR LOAF PARKWAY, Gwinnett. DULUTH, GA, 30097, 
USA 

OFFICER TITLE ADDRESS 

Jan Holt Secretary 150 Dogwood Court M178, Waleska, GA, 30] 83, USA 
Jan Holt CFO 150 Dogwood Court #1178, Waleska, GA. 30183. USA 
Jim Glover CEO 1163 Dee Kennedy Road, Auburn, GA, 30011, USA 
UPDATES TO ABOVE BUSINESS INFORMATION 
PRINCIPAL OFFICE ADDRESS P.O. Box 2323, Dacula. GA. 30019. USA 
REGISTERED AGENT NAME Donna Pern 

REGISTERED OFFICE ADDRESS 6405 SUGAR LOAF PARKWAY. Gwinnett. DULUTH. GA. 30097. 
I \ 

OFFICER TITLE ADDRESS 

Jan Holt Secretary 150 Dogwood Court «1178. Waleska. GA. 30183. USA 
Jan Holt CFO 150 Dogwood Court *1178, \Valcska. GA, 30183, USA 
Jim Glover CEO 1163 Dee Kennedy Road. Auburn. GA, 30011. USA 

AUTHORIZER INFORMATION 
AUTHORIZER SIGNATURE Donna Percy 

AUTHOKIZER TITLE Registered Agent 



STATE OF GEORGIA 

Secretary of State 

Corporations Division 
313 West Ttmer 
2 Martin I.other King, Jr. Dr. 

Atlanta, Georgia 30334-1530 
RECEIPT 

Transaction Details 

Product Description Business Name Control No Shipped Order Date Item Cost Expedite Fee Total 

Annual Registration LIFE RESOURCES OF 

GEORGIA INC 070S5775 Online 03/09/2017 30 00 0 00 30 00 

invoice Total $3000 

Payment Details 

Payment Type ChecK/Reference No. Amount 

Credit Card - American Express #####1002 30 00 
Payment Total: $30 00 

Mailing Address: Georgia Secretary of Slate Corporations Division 2 MLK Ji Dr S£ Sole 313 Floyd West Tower Atlanta, 
Georgia 30334-1530 

Phone. t404| 656-2817 | Website: title jor js jew 


Oorttwl No. #7055775 


STATE OF GEORGIA 

Secretary of State 

rorpor'Ations nivisiou 
315 est l ower 

#2 Martin Lutbrr Kin#. Jr. Dr. 

Atlanta, Georgia 31 MJ 4 -IW 0 

CERTIFICATE 

OF 

INCORPORATION 


i, Kami C Handel. Use Ssueuf!}' .if Stole it'd Hie i mptitiiiHiitv rein mi*. , oner of 
Lite Sidle of Georgia, Iteidiv certify under the s e«l re'my iitT'n-p rim 

LIFE RESOURCES OF GEORGIA, ITVC. 

•M Ddiurdtj' V,ul-I*r«l1t ( i,ru l aim 


tuts buei tlAly tncoipccatci un&u tic lav.* at U.e SUttc of CosMjg.a an OWW/2O07 b> 
tin? lil iiiu <if uitiute* of inumpt>nr!icn in the Office of the Secretary of Sinte and bv the 

jttylnK«rfoss ttapro-'ided by Title M nr iticlJfflcta! I nUunf { .■.ihl-u AotiuUlcd. 


WITNESS my liatui aisl official «.il .'1 lii. I r.-j ,i AH*, 
It nil tile State nf Orurr'i.i on June ~ c > ffi>7 







rviucii v Hfildcl 

fSccrctjrr of State 



Mandatory Scored Question* 


OtUror* muu mtvwr all the qotnon* «i this apraadhtecl in the call provtdad 


Fullwalo mini lln«ausMnna Mil it^JB m dltjujlIIILaKjn nt Bi« oioDoml 


Offarony mial asdic*** wfinlfuw lh**» proposal w»*H* Its* individual mquiremnnf and promt* a supporting nanaltv* In th* spans provided Tha narrative deecrtplion along wHh any raqutrwf 
supporting anatoiial* will t>« vTmlualod and awwifud points in accordance with Suction 6, Piapoaal Evaluation and Awanl ONLY upluad docuwsrits if (bar a • a Yaa in l»w “Upload Attach* 
wtlfi Addiliorul Information?*’ cuUatt n tn pt uvula additional information about spadftc iiuaaliona Documanis nut rui|ua«t«d in Mil* cotumn will not b« evaluated 


OO MOT INCIUOC ANY COST INF OHM ATI ON III YOUN KC9POMSE TO T*9 IYONK5WECT 


&j*sion 

9 

Question* pet PropoMl FaeforvCMagarw* 

tr f OfTerot 

•4*w! 
Aflcf.-S w.tfl 
Adltons 
inform «3 on 7 

Mscttt-oiI Fit* t«m» 


E* patience 



1 

Cffergr mud coimii a minimum erf S vtart erf documented ««p*n«nra 
providing com rat* menagammt «r'vo\ vein a v — la» steps of arvxn 
(frovda examples of management eiperence slmlar to the scope of 
debatable* outlined m the MP) 

LAG meats Ihrs r«ijMra-*M For 10 sears, sva hav* worked weh over Ob 
pregnanry rata or ganirwroot managing 2 grant programs on thea bah* It 
and providing oversight for grant compliance 

T« 

Mandatory 5cored 
Gu#s»»>m. -Crp*r*e*ee 

Quesbon PI 

2 

Cfierce must submt a 1st of all diems lot whom tanOar services. as 
derated in this 8FP. hive been provided durrg the put three years. The 
list must indude: dates of service, name of contact person, tiheof contact 
cer son. address, and phone number of contact person 

Grant programs were not available through LAG during the ttst three years, 
but we have offered grant opportunities to all of the Georgia pregnancy 
care organizations for ultrasound proficiency trainings 112 awarded! and 
technology (7 awarded) from 2008-2012 LRG developed, annojrved. 
screened, awarded. »'C mamtaned oversight on both grant program 

Ns 

Mandato'y Scored 

Questions 

lrpe*>er»:e Question 

92 

1 

Oftaior mutt prnvda at feats 1 **f*rW*£WS from format cUntt to whom 
they presided contract maregamenl oa-vtas win a vmtlar scope erf varvea 
to those m th* initiation Each reference must rt ude tha tulbwrg 
rtoirrt name, contact parson phona numb o’, amwl add retv. and tha trope 
of service 

MOTT. <! the agamy Aoi nr»*r r*o*»*d groni fund*? from on# optnry 
before then they wc*ad wed tc maudr rmr u^fnrmnficv? fAey ftebrw would 
c* Iwne/icud lt> lutUfmforvg (Nit rttutfy to mwf rh# JrikvraSVi m 
ixf I nvd itr lhu MP. 

Thwra are thrwa r^erenoe tottars aftaihad from oiganyations who wara 
grant racipwnu 

f« 

Mandatory Scnrwd 
Quavtiont - 
cxpe'iarua-Quastion 

9) 

4 

Offeror must dtsdose any services termnated bv the denflsl and the 
reason for termination 

None 

No 



1 i ' 


1 


I 

Offeror must crnvde a copy of the most recent audited fmanoal report 9 a 
public compart* The erffaror moat, if not a pubic company ptovula a copy 
of the most rcoe«t eternal hnanci# statement and a letter horn their 
f iMnciai institution stating the offe'or s finencMl stefeilty. 7he letter must 
ta on the tinancrel institution's letierhead. 

Snoe we are a non profit organization, we are presiding an internal 
financial statement and a latter from osa financial aistgulon staling ov< 
hnancul statMity. 

fes 

Mandatory Scored 
QuesUms f nanrul 

Statllty Queston 

91 

2 

Offeree must iPsdota any pending or current Itigaton age nit then 
company. <f Nona type ’None* «• tfretomments wi.liun 

Nona 

No 


1 

Off*ice must ditdose any bankruptcies Med m the tail ten years If None 
typa ’Nona" in the comments sett*** 

Mi ni 

No 



Oymwallnn CutnpualtiuM 




t 

Oflaror must to a V)} It XU mganralrn. rmtuSrg hevi»g aboard that 

H res and suparvaes tha agamy's duartoi and ptovtfe* osarsight for 
t>‘gfc*ija 1 ional operations 

W» are providing a eopy erf out 541(2 diKumanlalwn ard ascarpfsfmm 
our trylaws mgardwg bawd av«rt|ghl 

fas 

Mantlalo-y Voted 
Quail env 
Organuaiion 
(omynvl atn-Queition 

91 


TachnkAi Rui|ii< umuiila 
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] 

Cflticr mutt dataib« the* approach to crautaig and admmuering * grant 
applet «an process, nuudmi announcement, r*»ta« and tdeantu/ation. 

Annaunramant ^'r»rwr* nr* *ca rrt <f*t« h.r«1iniM(*nll> for c/|inoifnrn mta 
n+W pr*gaa*rv *i*iporT xmrtKa% tn tatad »i rh* om cnr*r»rt Mntr* •*, t nrU*4* 
can »ppv vd*at to *ppV **»d ho** tn apply ««l t» swat throng* 

Or»rt ranrrur/r»f nr to U»C » comprahamr** let s# known tlghb drac* urvra 
coalhcns with a pmw> rrtvun* c# (romotlng hearth* prepianry ard 
rhWbrth Orrpa Avusowhon 0 » "loa-Probt CrpnoatBnc rafawdsocw rrwdia 
n^Ki e <i*mrr*4 ipprogrwta. and tha l*C ««*r* »H appllcahm ntfn*rtK-m 
\ la-pamon roeetirgs and wrdaiam *n a* offered to answer »pp»a*rrj quefttp** 
repre>r*gt»eaepkcahor process Hf*m» lltar* aorlratt wii **ceae*a 
ark nr>*4edg* mar* o* -eceptof sibrnsaon 2| LAG semcnmi wil cordon *h*l 
s:**e»ingto entire Tequreroenuiwad it Aitechmtnt 7. Sector l hero'herd 
hem % are me* Y?A Grant »••*»*■ Com-*ate* JGRC) all t* ewabthned to re»te*» 
qi»lt«C *jemopons and determn* r*ccnraend*ho«s to CPH Tte GAC •«! 
const! of LAG staff and key novstry enae»lt or co*sotaKs if art# fcmei 
rebccrump wita an apetcant ana G*C member k tfeebfta). me G*C member wtl 
abstain from eialuadi*a that aooAciflo* Admlry-str aflon: Aooferarfts tail mail »• the 
ipptcaton a*it can aiao It to an onkne apcttcMtcn to tract vjtmWtons aid 

see deed In w are met Oafoe apphovticn tool wil iPon tax of re»te*a aed 
taoitate cnlate eva karon matr* * a oermannd secure location TheoaUw 
acp»: Jt*:o process asmts t»e appoint and LAG -n tracking :«jtmssonv 
coTifTVancacnnj. aotrrtcatkMis an# menttny reportHg and anr^al report Croat** 
Further LAG nil create confidenoairr system* and devetopmera cf proper term. 
select SRC to revir* tutmsslom and detennne recommetdatorc. aid estabkO 
communcasdn chanaeHto presere recommendations to OfH 

*0 


2 

Cfteror must describe ther approach to e*a\»atJng prcveer grant 
jppltcat cc s on o cor^petitive basis and recommending prowlers to OPH 

Tha hiOM min* of each rant v.bm»w*on tell bt oonOjCtad by tha LAG Miff to 
•bA* tea complatMaia of tha feat eap 1 tacor and to datt*mna compbanca «*rth 
qL*Bd<ata>m latad n An*chmni 7. Sacttoa 3, tarn m aad lam «f of tha Contract 
for Sweat if tha apdcare quakhca. than tha aubmaiKn a rafarrad to tha G AC. 
Tha BvalujOori ul aaih qualfsm# #ant iwbmnatan bv tha GAC «*tl tm haaad on ?l« 
c»< -ttfiit aad acoiinddascnbadlntxlitat Aoftha OPrl lontrad. ThaKomaflba 
uanpkad aad tta Itghaal ttunrg grant vJimutan* all ba racammandai la tfca 

MW. 

MO 


3 

Caterer must describe tber approach to seeatr^ qualified trovders to 
partiapate r the program. 

GAC manifest* null raik tha appnearc* •rtkeut *aat>f othar maltaAor xtrn. A 
iinutfira ranki*# npirt «<l ba uaalad for fu«taa> aimmRlaa kitcvnun Ui 
►!»tl It (aovalar rato-tmandaenm. JIG all ennuu applcare* whan nautur^ So 

DPH. If Oflr raamb uldfeoia' Oarfutua prio* to ipprcwt# lau'imaidibon. 
tha Ofbref all cro**te a ratpema from tha rrendn wKhn hat btawaa* day* 

Mo 
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4 

Offeror mutt describe ther approach to communicating w» tt*n acceptance 
o * denial or grant applications that have teen approved bv DPM, to Greet 

event Serwc a Providers. 

Wt m«I natty «»rh •epatint n Mvengas loth* odcam* cflhatr graft 
idnmaaM. tfcrtrorac n at ft ration M*H bm dm mrough an mbs* «y«t«m for 
p'nrrpl conmuuatou will <»v htruhr null hi «raur* dilrMiy ml through 
lint ebu mftdiad nail wfihn uvan dayi o ( WH'i KrajhKi or 6an» 

NO 


ft 

Cfferor mutt describe ther approach to monitoring the coot* .-il 
compJaf.cc «lth the subcontract and ensuring thaff provrters fulfil al 
subcontract reautfemems. 

bet Dract Cl*at bnri htmlir ala neiMii a tram award, mi! bm rmaiflorad 
n crOar to adrrr totvfriansa vwth 'ajurtnitr.i "In tottming mocifcsrrig 
pmcodues mi! t* utitmd 

1 itoM ula to aerify crraral qualey of operation 

l. Man tan lM aM widtan rrdma torrplanta alls tha {ualHialKm 
laiund ty tha adb-eontract 

1 tnm of raquirad reporting 

4 Hint a* anrual -raalirg ol al |fa»t ra:*j*nt» to emra that frwdin era 
profM'h iHorrratt .amrcirvj III r earrmCrranb and adCunal mnatnp at needed 

NO 


ft 

Offerer mutt detente ther approach to procewig. 'nspeetr*. reviewing, 
and acc*ovmg subcontractors' budgeti. invoices tor oavmef*. and 
documentation of experxkure* 

tM a Crart Admnalrelci aM have ntn^t of process n£ > rape it tig, mmirt 
sndepprcrrng »d»ccr(lf*etan bulged n.vrmfo* payrrarit and dscurrartebut 
o' record tiro, tadi iJinnliaitot lidpt all Sa trilMdld n part ulthi inlai 
Vaht luhmtkiBn renew try tha Grant Aftmtiuhetut Cach rwCfee a Jirnttad hi a 
aubccntraitui imat ncMa docirventation of aiparditum la tad |ie raeaoti. 
pa.rut atufc. ati.i aid -mil ba approird by tha Grant AdmnnCiator poor to 
aiimuaauc to tla Wh Unless patfoi-aad ty tha DPH. LAG mii unduct a* anrual 
rarraru of each Oral Giant Sanaa Prouder by an ndtpardaK certified CPA 
■ ftkia 120 day* «f the com pi at ion of b (hear par vcc dying c.orrpl»iie ««h ail 
flaaatial rapjtarranb utder tha parf. 

No 


7 

Otter or mutt describe ther approach to maintaining records for each grant 
applicant and rw>'d 

The urine pant paoctoa Mil p-wtte n.ui Pace up itina*eof records, 
jiilf.r.nalh reports and data car ba aiported and w/ed for racards and hsloncjl 
data and caceunng cf mpect LAC ad a ho Kara a setuiad elect* onac Ring iwlea 
tu donrtkaad f«»t asplcaftom of those appro.ed. aid daottad Cvata may ha fikefl 
as *c4tew* 1) AppkatHn anl ikppcrtsig dociments. 2) CoMreei. si Feiarscefa. 4j 

Aa pcrU. S) Conaapoadanta, 6| la .met and Remburttmant. Mor**l* reports aril 
ba .pueded aad cownloeded toonlnt trait proem so that Profile- and LAG cat 
ion* that s_hm*voii art ratanad and mowed Once rtvowad by (JHj they 
■ II ba admitted to OPH. 

No 


• 

Ofteiw mutt «M*«f ibe the# apt" wk h tn tomdr a» ng •<! rrfliei and 
i<ri•*|Minrt#rw# batween tho OPM and Greet CtleM tonne p.ov tiers 

The rirani AdmlnM'Mor wif be the primary ooittKl for communitMlon 
wthditOPH Tha Ailmir.atialoi <*4\ ba aaMlaCm 10 meet or oonnmuncMP 
iriuia-b Mtlh the OPH rpptdaonttthi to himi ih« piograna u 
implfrtrtnictt according to OPH fuel aim dig Admimtti Utor vail ttiu 

ba iHimary vontdcl fan •dureting the subcontrarlni i m i«geidat« 
plop'ammatk dothdi and/or OPH ma'ttalfa and r^octfe al<41%. 

Th# Program Vfarugai vail M th« Rrmury point of rontact for tha 
tubroniiactoiain ia|»rd to rompiition of amlialioiu, piopor lapoiting 
a».» mamlanaftto flat l AO V*4I fOttO* and analyM provtdoi pingieaa la 
i»i»is *4 ouUo»na% and frodgoldiv PapondAuroa Ifilunti roochbd 
milrnmaa are n«» at lam •Ifh budgalaiy aapa*aMuiaa. (AO tatP ntrttaa 1 
PicrrMfo' and at! hm a i a.if a ai«n or ranuott a* act mi plan from Pio* after 
a. a anlatton If DPH ha* addition* cfocumantal mm naadi I ftG *<• r»ov.ta a 
raaponaa art* tone line fo* adnn f mad ad 

Ita 
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• 

Oft»r*r mint dotif Ibd lh*» tn d*t«ln|an| and imiitamantrg an 

avaluatmn (>«n to monitor (angia** to* tha p«oy*>*«d 

• ii-f ynry Support torutat 

1 mi# par* ftMOrdt aM apmamanti Hava aa (tvuptoad. IM Ottaro* a*II Ml* an 
Hnol madaioaia tall/or wahaiar y» In aft tha groat iraptarMattltoa fach 
|i'>r.«j#. Ail taut • .apiowmati^a on ttta tall MpatPty Nporuag NyMia—ata 
alt h* 1 taidMa Oft*Mil wn fOMOMncata thay am a roottaupua maim to 
iiuo««im about gtaat nratamaraaiioa an# ttauyy ntta> to# In mpatni* rajwMi 
m tolnuittaa to O’M aa adamynal dfOatdar < mfo-anry (III »ll ha totd t naadad 
UUta to to dtoamiaatj and/or m pawm i<rato»#<a to irouMattoot in/ ml a- 
I'Mif awTiatM laauai. Uto oil 1 nmnrnf a lagiia/ Nmtttoi to *da ipptnH NQuam 
annttpira and rat** cdrapom la addifren. moartoflagutp pragma and 
oitcumn for ttta tooyoapd ’.floaty Mutton hnKai may tufeda tto ttttoaaiag 
rimponanlt 

1 to»«oai iMiai »ixrt trnm met *4k on t ratio 1 tmagall»*n aarvaaatpaeihad 
m tha tontrait and tha iiprant torn to* of u»dut4a^ad.uantt partKPpaliagla Mil 
taioia HaoMia m«nlht/ uiOala* 

; Nivalkalv tompom and umtmim < **«pn rottolot *i latiMMy laaod* 
datMaa at Mm 1 olth Ita lapaaliag i««s.nad aa AltMhinaM /. UcM»n 1. ffal 
l laakln itonl Mkm up praMdinto to MiUnaliathm In daPattaiM uUUmm 
d aath itoal 1 piugratAy and niiuii naantht/ N|Mf1lag at roaOta 
tutnor IIKI all analtia •« rapadlag o*d outamnaa panaraty t oUtornai 

a.a ant *a Im Mil aipaMHuioa, ttt oil aaiMai 1 iiOnnlrailHi and aal tn> an 
•ahMtwi aa laaod aad aalian plan tn iMtiha prupaaa aad aiPuMtiaa MM 10 
limn**! lay* m ttwt ihaapaa iaa M imaMmamad 0 tnia tha naat 10 daya linm 
•idMtaaamt ad aatan pOa 

M tiMNM. UtO pOna to impp Mfnmtalma an «nMamranm moihwi to 
l""”"'* a m *•••' rum ran mam to tha .MbMy aad ainaaaa td toa gNnt aa 

»all •« amoo/aga tuhuntroclora to OM cmapahhaa inotoMoa 

to 


i 

thtottarur prov«J* •< organiiottonal <h»»t auludmg •» it aft that win 

t>4 umd m !*• rouivd of tha 'diuPing rami act ihoaing it ik»*i *4 
iplatona/ipt mn- r t ton or gandPtnin and a taog'aphy fot agpixv dlfdtiur 

Aa oagtmrationp <hrt and a btogropha ot m# r anfui va Dnoctor of L09 11 
attar tod 

tot 

Mandatory VorH 
Q-ottwrt Maftlng 
Qudlt a>o PI 

i 

Th« offer ot moal aabmt an (fWfjgHtgplHun pfe* in iMponid to tto PI r t«i 
aiuur* a imiMiii 1 •anniion at ta>v««t to Ua piuoatod undai tt»a *ow 
• otof ad Ttia »" uamaniat <on plan thal MnUdd »> tail t la to par fot mail 
and miOtir.iw data* 

IPO to* IIMIM an imptamamaim f4anto taoPtf (liaa tn IM innpmtaaioa 
nahna nt daualnpMg nan p/maataa to oa«h ttap* autl datoi tanant to pyaa In* 
IJtO tot aatirantad 1 h%# tramo ratnarad to attoi atagaa e# uit itapomMtalMn 

n * 1 

Vat 

Mandate* y Worad 
Oudiftoia 
Implamontaaioh 
Ouodinn dl anddd 

i 

Tha i.itlariii rr«.i |M mIi# thp* D0flJ0t toiferatop and imjiamant dlfddl 
»*iyfra pi»«Ma< runfradt nothin 10 dayiotrnntrait a>a rut wo data 

tha aMarhad Inalamanlatatn Cha autliana IPO a taa attto ontaa tyliai m Imr 

mmadaaa rommwnaattomad amoidtodiratl aamta prayatar^ to ton up 
t nniiiarwa to naaira pmjn* rantrataa aaa m |to«a and raqiammaaia mdar Mrh 
tod* auntmrl aia iiimiuntaM ana tn da ran h 4 and nppnrtuaillaa vo naPna* 
andmaaangaaa<laMa/»oan«i«ra4iNft toratm pratodartoatiaalaamaaarutad 

... 

Mandatory tearod 
Qupat on* 

implpmonlPtHm 
Qiiattmn V) atr4*j 






i 

Odfew mutt nan rib* dt ab*Hy to <ollai« #nd ippert appropiota 
dor umoM atom a* fniwad by OPU 

I 4 tto r*iM » r# to ant ot tha tog, oar 0r«m Mm n nt ifor wtodd tomarfatoy 

.. wdh ’atciPMun od top Otony giynt ipidtcatuto tool olth dyt» 

naaagymynt Mtorat Uw ed tot pmpram notod ylhm to mm of taipty ind 
timoard protnttyy «f tompdng you to to a n«»M it u» |r:«a*t y« ««l yt 
>apoft» Our Orpat Adrr»mttr«iui nrctot pnu'ti to Nayuntiha tor vgoauatun 
nt ita data pad tfapana^iyntrrdttai data at Nqmod by top O’M tha hi.a 
ip<iatod tto innoat tigand »ayuP**Miiti tot out M tto f* and alitoPy hy»p I* 
ptoa iimyiaiif amaf Oita tfoaap and Mng tyttarro a^fhioat to moapga 
Mtnimatiaa at* Mato a to roputot tn tto O’M 

to 


I 

Oftaior mutt ifaur ito it> ali.it / tn tubmlt Uniat/ and cor-unto quataity 

4«d **4\J lha yaai i*Pgi amatol* rapotta 

aa piraoiNiy 4*» -a.a»l up apaa »p iPfli* aa nalna apMM atina a to am* 
marndamanl HmI ohntt «nuM altoy to aMy *anl 4Ma tnm|»|#tuta and r*aa«a ai 
•all at lanrt iig In tna nvartHto nytilaatomtonlwiawM aot to mmyaapta oath 
•na ttornmat p'ngrara laporto mi Orant Miwal'ilm wnutd ba •aynuait«« 
anaiaa pMrtoty t«|wm am tiranly iwrapdad aad tp|mpn«tat/ innamainplto In 
in# Df*M tha Orard MnnnPtM and tTo^am Mimpi «autd faatoty ■mt tn 
uvnptoa actutpta ato tompitoannno ato at thoyoa* MinfrafranffH rapoitt to 
am.ra ayoral nmgiam airtPia at op! a« maatinapMa itornmaa fur Mntin«o>t 
n'rio'i tutor ng 

to 


% 

f h*otto tn m«j»t *••*»«*• of »l tuaiUbfe ttatoard raporfe 

Attached arpth# tnlktoing tormi: IlDuo Pfigtnco Poatp* form. /llogK 
Mradai tomafato, IKManl appUalon’arla A and* tprovtoM giant prngiam 
petmroiorpd try IPO. tftrt* v-aii fo*ro, )|P«t|u«it try Matt, and efbtrmmp'y 
ot Van 

v*t 

M.rd«lvvVn>Ml 
QutVKm llftiortlni 

QillllMHI .1 
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EXPERIENCE 
QUESTION #1 



LIFE RESOURCES OF GEORGIA, INC. 
EXPERIENCE, QUESTIONS #1 


UFE RESOURCES OF GEORGIA. INC. 
MANDATORY SCORED QUES TION 


EXPERIENCE 


1. Offeror must possess a minimum of 5 years of documented experience providing 
contract management services with a similar scope of services. 

Response: 

Life Resources of Georgia Inc. (LRG) began in 2007 with the mission to advance 
the scope, effectiveness, and impact of pregnancy care organizations in Georgia. In the 
course of fulfilling this mission, we have acquired experience in the following areas: 

1. Grant Management LRG has established two grant programs for GA 
pregnancy care organizations. These programs involved the development, 
screening, awarding, and maintenance of grants related to ultrasound 
proficiency trainings and technology. 

2. Quality Control - LRG has developed and implemented a program whereby 
centers must meet stringent qualifications and operational standards in 
order to receive the program's "seal of approval". 

3. Networking - Almost ten years ago, LRG initiated the networking of over 65 
pregnancy care organizations in GA and has maintained continuous 
communication through a statewide email distribution list, conferences, 
seminars and personal relationships. 

4. Reporting - LRG has gathered statistical information from the GA centers 
annually since 2007. 
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QUESTION #2 
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May 31.2017 


To Whom It May Concern: 

Life Resources of Georgia has been an incredible organization offering encouragement 
networking and training opportunities to pregnancy ocnters These opportunities have 
strengthened centers by supporting the executive directors as well as taking a bit of the 
load off of them LRG does a professional job of training new volunteer client advocates 
as well as new board members This brings consistency to al the centers who wii 
participate 

Athens Pregnancy Center underwent a medical oonvereron m 2008 In order to provide 
our clients with an ultrasound It was a very involved and costly season for our small 
pregnancy center One of the mo6t encouraging aspects was learning that we could 
apply for a grant from Life Resources of Georgia to hetp cover the cost of training a 
Nurse Manager I was able to complete the needed information required for a grant and 
our center was very blessed when we learned that we had been awarded the funds to 
help cover the training cost The application process was done n a very timely manner 
with clear communication of expectations and a site visit was soon made. After a full 
year of being a medical pregnancy center our number of new clients went from 450 to 
650 and we continue to see Ihis number increase 

It is a pleasure to recommend Life Resources of Georgia as the State Contract Agency 
for the oversight of funds provided by the General Assembly of Georgia 

Because Every Life Counts. 

Tricia Parker 
Executive Director 


www.ArhensPregnancyCi’ntpr org 
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FINANCIAL STABILITY 
QUESTION#! 



10:15 AM 

06/05/17 
Accrjal Basis 


Life Resources of Georgia Inc. 

Profit & Loss 

January through April 2017 


Jan - Apr 17 


Ordinary Incoms.'Expense 
Income 

Conference Pees to LRQ 0.00 

10DO • Income 

1002 - SPECIAL GIFTS 300.C0 

1003 BOARD 8 STAFF GIVING 4.175.00 

1005 CHURCHES,'RELIGIOUS ORGANIZATION 2.600.00 

1007 PREGNANCY CENTERS 3.305.85 

1UU8 FEES FOR PROG RAM 5 845.UU 

1010 Conferee Fees to LRO 1.925.C0 

1013 • Paypal offset account -63.56 

1016 RVT Fees 85.CD 

Total 1000 Incoma 13.171.89 

Total Income 13.U1.89 

Gross Profit 13.171.89 

Expense 

Reimbursement -41.76 

11 DO • Personnel 

1101 • EXECUTIVE DIRECTOR 10.563.34 

1110 FICA <7.65*/,) Employer 809.63 

Total 1100 • Personnel 1 ‘ .392.97 

12D0 • Direct Costs 

1201 • CORPORATION FEES 30.00 

1210 • PRINTING 22.25 

1215-POSTAGE 73.16 

1220 • OFFICE SUPPLIES 3A3.C1 

1225 TRAVEL 1.083.67 

1230 • DIRECTORS CONFERENCE 2.067.24 

1232-RVT Mea s 191.27 

1240 • WE1S1TE DEVELOPMENT 182.74 

1250 • CELLPHONE 346.22 


Total 1200 • Direct Costs 4,341.56 

13D0 Indirect Costs 

1320 • RENT 561.60 

1323 BOOKKEEPING SERVICES 820.C0 


Total 1300 • Indirect Costs ' 401 fin 

1430 • Asset Purchases 

1401 Office Equipment _ B4.5S 


Total 1400 Aaaet ^rchoeee 84.08 

1730 • First Responders -104.94 

18DO • BRANDING 590.00 

66300 • Payroll Expenses 0 00 

Total Expense 17,664.41 


Net 0‘dinary Income -4,492.52 

Nel Income -4.492.52 


Page 1 










10;14 AM 

06.'05.'17 
Accrual Basis 


Life Resources of Georgia Inc. 
Balance Sheet 

As of April 30, 2017 


ASSETS 

Current Assets 

Checking 1 Savings 

10001 • Brand Bank — Operating 

Total Checking 'Savings 

Total Current Assets 

TOTAL ASSETS 

LIABILITIES & EQUITY 
Liabilities 

Current Liabilities 

Other Current Liabilities 
24000 ■ Payroll Liabilities 
24100 Form 941 Liability 
24200 • Georgia Liability 

Total 24000 Payroll Liabilities 

Total Other Current Liabilities 

Total Current Liabilities 

Total Liabilities 


Apr 30. 17 


56.236.34 

56.236.34 
56.236-34 

60.236.34 


2.106.95 

238.33 


2.395.82 


2,395.82 


2.395.62 


2.395.82 


Equity 

32000 Retained Earnings 58.333.C4 

Net income -4.492.62 

Total Equity 53.640.52 

TOTAL LIABILITIES 8 . EQUITY 66,236.34 















June 2, 2017 


To whom It may concern. 


life Resources of Georgia, Inc. has been a customer of RrandBank since 2007. During that time, they 
have always maintained a sufficient balance and appear to be financially stable 



Assistant Vice President 
Branch Manager 
Sugarloaf Branch 

e.o 8o* 11 to | lanrencevllle, GA 300-16 
6774 Sugarloaf Parkway 0 -ilutn, GA 30007 
O: 770.877,6600 
C: 67S.970.4S57 
f : 67S.St8.6349 
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ORGANIZATIONAL 

COMPOSITION 

QUESTION #1 



FEDERAL APPROVAL OF 
NON-PROFIT STATUS 
(501 c3) 



INTERNAL REVENUE SERVICE DEPARTMENT OF THE TREASURY 

P. O. BOX 2508 
CINCINNATI, OH 45201 


Dace: NOV 1 5 2007 


LIFE RESOURCES OF GEORGIA INC 
SOI CROWN POINTK WAY STE 290 
LAWRENCEVXLLE, GA 30045 


Employer Identification Number: 

26-05*1427 

DLN: 

17053302011007 
Contact Person: 

RENEE RAILEY NORTON ID# 31172 

Contact Telephone Number: 

(877) 829-5500 
Accounting Period Ending: 

December 31 
Public Charity Status: 

170(b) (1) (A) (vi) 

Form 990 Required: 

Yes 

Effective Date of Exemption: 

June 29, 2007 

Contribution Deductibility: 

Yes 

Advance Rilling Ending Date: 

December 31, 2011 
Addendum Applies: 

No 


Dear Applicant: 


We are pleased to inform you that upon review of your application for tax 
exempt status we have determined that you are exempt from Federal income tax 
under section 501(c)(3) of the Internal Revenue Code. Contributions to you are 
deductible under section 170 of the Code. You are also qualified to receive 
tax deductible bequests, devises, transfers or gifts under section 2055 2106 

or 2522 of the Code. Because this letter could help resolve any questions 
regarding your exempt status, you should keep it in your permanent records. 

Organizations exempt under section 501(c)(3) of the Code are further classified 
as either public charities or private foundations. During your advance rulina 
period, you will be treated as a public charity. Your advance ruling period 
begins with the effective date of your exemption and ends with advance rulina 
ending date shown in the heading of the letter. s 


Shortly before the end of your advance ruling period, we will send you Form 
8734, Support Schedule for Advance Ruling Period. You will have 90 days after 
the end of your advance ruling period to return the completed form. We will 
then notify you, in writing, about your public charity status. 


Please see enclosed Publication 4221-PC, Compliance Guide for 501(c)(3) Public 
Charities, for some helpful information about your responsibilities as an 
exempt organization. 


Letter 1045 (DO/CG) 



Foon T023 B-?QOti> 


Wamr » /»- Af^Oun-fs 

Public Charity Stai rs (Cprti.ntjed± _ 


O f Geor^' g- b* c$U~OS<nyj. 7 p„ n 


e 509iaK4) an orgaiwation organized and upetated 'rxcfusiveiy tor tasting tor public safety 

f - r ' 09 (a)( 1 | and 170(U)(1 KAWivV-an orgerzution opereled for the benem of a college or university that is owned or 
operated by a governmental uni*. ’ 

8 l7^K1HAKvl>-ar t ctgawatttan that receives a substantial pan of its financial support In the form 

of canWtouhons from pub*e.y -uoported crgarxzatxms. bom a governmental unit, or from the general public 

h E>09|a)C2)—an organization t-st i-xeives not more than one-third of Its financial support from gross 

Investment income and receives more (hen one-thrd of its financial support from contributions mombershin 
tees, and gross receipts from activities related to Its exempt functions (subject to certain exceptions). 

' de^ ho^r^sl, 1 ?^^''' bUt Un2Ur ® ” " * d0SCr,bed ‘ n 5 S O' Sv The organrzation would like the IRS to 


6 If y«J chucked box g, h. or. ,r. qtw»I.Jh 5 aoove, you muss request ether an advance or a definitive rulina bv 

selecting one of the boxes U..o* lc die instructions to determine which type of ruling you We edge*, ti/receive. 

* ,or Advanc ® - v decking this box and signing the consent, pursuant to section 6501(c:+t) at 

the Code you request <m adva .ee ruling and agree to extond the statute of limitations on tno assessment ot 

ccct-. n^'C ci V C« : T>.a tax v.-_- apply on* if you do not estabksh public JSEuSua 
at the end of the :-/eac adv- co ruog penori. The assessment period veil be oxtended tor the S advance rulina 
(wars to 8 years. A r.-.on'bs, -Y.J •£, onyx oryond the end of the first year. You have the right to refuse or bml- B 
Uie extension to a mulciady aQieedupon poriod of erne or iesuets). PubKcaticn 1035, Extending the Tax 
Assessment Petted, provide:' a mcr;. IcCrlod explanation of your rights and the consequences of the choices 
you make. You n ay’obtain PuMeaUcn 1325 bee ot charge from the IRS web site at www yj.gov or by caKng 
toll-free 1-80 l- 823-3676. Stgnlng thin consent will not deprive you of any appeal nails to which you would 3 
ornenvrse be entitled l» you desk* not ,0 extend the statute oftaWations. ^Tare r^ 


□ 

□ 

S'" 

□ 




Consent Fixing Period of Lm vi itrons Upon Assessment of Tax Under Section 4940 of the Internal Revenue Code 


For Organization v 

01 Orifcijr, fW^rltx jflnn, or -gthor 
dutbortzec otl*ciw| 




(Tvp* of print name at wgntM] 

..C/k«*r.»*ft>.. 


(Type or Unix me or tuUxety tf aonot 



For IRS Use Only 

-- 


NOV 1 5 2007 

icme) 


b Request for Oeftntuve Ruling: Check this box If you have completed one tax year of at least 8 full months and 
^ tJ«fin!tive ruling. To confirm your public support status, answer line 6bO) If you checked box 

* "" ^ Bd ** h " 5 ^ —- 25 1 W5 above? 0 * 

(D (a) Enter 2% of Sne 8. column (e) on Part IX-A. Statement of Revenues and Expenses._ 

(b) Attach a list showing the name and amount contributed by each person, company, or organization whose 
g»fts totaled more than the 2% amount, ft the answer Is "None,” check this box 

(II) (a) For each year amounts are included on fines 1. 2. and 9 of Part (X-A. Statement of Revenues and 

an^eT^'-N^/^ckfr^'t^r 0 am0U^, r * c<,lved f,om e,ch d»quallfled person. If the 

051 !°x y ® af S'" 0 '"’** «• Included on lino 9 of Part IX-A. Statement of Revenues and Exponses, attach 
a list Showing the name of and amount re coved from each payer, other than a disqualified person whose 
payments were more than the larger of (1) 1% of Mne 10, Part IX-A. Statement c/ Revenues and 
_ Expenses, or (2) $6,000. tf the answer Is "None.” check this box. 

* Did you receive any unusual grants during any of the years shown on Part IX-A Statement ot n Ve - 

Revenues and Expenses? H *Yes,” attach a list including the name of the contributor, the date and 
amount of the grant, a brief description of the grant, and explain why It is unusual. 


□ 


□ 


□ 


if No 


Form 1023 (9w. 6-20081 
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LIFE RESOURCES OP GEORGIA INC 


Sincerely, 



Robert Choi 

Director, Exempt Organizations 
Rulings and Agreements 


Enclosures: Publication 4221-PC 
Statute Extension 


letter 1045 (DO/CG) 



LRG’S BYLAWS 

EXCERPT REGARDING 
GOVERNING BOARD’S 
AUTHORITY 


V. PURPOSE 

The purpose of Life Resources of Georgia. Inc. is to promote standards of 

excellence among pregnancy centers and related ministries within the state of 

Georgia. 

VI. BOARD OF DIRECTORS 

A. The Board shall have the full power and authority of this organization. 

B The Board shall have up to 12 and no fewer than 2 members. 

C. Each member of the Board of Directors shall be at least 25 years of age and 
shall be a professing Christian of sound character who affirms his or her full 
agreement with the corporation's statement of faith. 

D. The Board receives no compensation other than reasonable expenses 
resulting from the execution of their duties as a member of the Board 

E. The Board shall meet at least quarterly, at an agreed upon time and place. 

F. Terms of office for each Board member shall be three years to begin on the 
day of election and shall expire the day of election at the end of their three- 
year term Terms shall be staggered so that one Board members’ term 
shall expire each year Therefore, the first election of board members will 
incorporate a one, two, and three-year term. 

G. Special elections may be held in the event a member of the Board is unable 
to fulfill their term of office. 

H. A majority of the Board must be present at regularly scheduled meetings and 
specially-called meetings in order to conduct business A specially-called 
meeting will require either personal or written notice 10 days prior to the 
meeting. 

I. Any member of the Board of Directors who has a potential conflict of interest 
with respect to any proposed transaction involving the corporation shall 
promptly disclose to the remaining members of the Board all material facts 
relating to the potential conflict of interest The Board of Directors will not be 
precluded from approving any transaction in which a member of the Board 
may have a conflict of interest if the following conditions are met: (1) the 
Board member in question refrains from participating in any deliberations or 
decisions relating to the transaction, and (2) a majority of the remaining 
members of the Board determines after due investigation that entering into 
the transaction will be in the best interest of the Corporation. 


VII. BOARD OFFICERS AND DUTIES 

The officers of the Board shall be Chairman, Vice Chairman, Secretary, and 
Treasurer Officers shall be elected annually by simple majority vote of a 
quorum of Board members The term of office will be one year with the 
opportunity for additional terms. Any officer or Board member may be 
removed from office by majority vote of the Board whenever, in its judgment 
it is in the best interest of the Corporation to do so Vacancy of any office 



may be filled by a majority vote of a quorum of Board members. Duties of 
each officer is as follows: 

A. Chairman: The chairman shall convene regularly scheduled Board meetings 
and shall preside or arrange for other board members to preside at each 
meeting in the following order Vice Chairman, Secretary, and Treasurer. 

The Chairman shall also perform such other duties as from time to time may 
be assigned by the Board of Directors. 

B. Vice-Chairman: In the absence of the chairman or in the event of death or 
inability or refusal to serve, the vice chairman shall perform all the duties of 
the chairman and, when so doing, shall have all the powers of, and be 
subject to all the restrictions of the chairman. The Vice-Chairman shall also 
perform such other duties as from time to time may be assigned by the Board 
of Directors. 

C. Secretary: The Secretary shall keep the minutes of all meetings of the 
Board of Directors and shall attend to the giving and serving of all notices for 
the Corporation. This person shall maintain all corporate records as the 
Board of Directors may direct and shall perform all other duties ordinarily 
incident to the office of Secretary. The Secretary shall also perform such 
other duties as from time to time may be assigned by the Board of Directors. 

D. Treasurer: The Treasurer shall oversee the administration of all the funds 
and securities of the Corporation. When necessary or proper, unless 
otherwise ordered by the Board of Directors, this person shall endorse on 
behalf of the Corporation checks, notes and other obligations, and shall 
deposit same to the credit of the Corporation in such depositories as the 
Board of Directors may designate, and shall sign all receipts and vouchers 
for payments made to the Corporation. This person shall sign all checks 
made by the Corporation, except when the Board of Directors shall otherwise 
direct. The Treasurer shall supervise the regular entering, in books of the 
Corporation, a full and accurate accounting of all moneys received and paid 
on account of the Corporation. Whenever required by the Board of Directors, 
this person shall render a statement of the financial condition of the 
Corporation. This person shall at all reasonable times exhibit their books and 
accounts to any Director of the corporation, upon application at the office of 
the Corporation during business hours. The Treasurer shall also perform 
such other duties as from time to time may be assigned by the Board of 
Directors. 


VIII. COMMITTEES 

The Board of Directors may create committees as needed The Board Chairman 
appoints all committee chairs. 

IX. FISCAL YEAR 

The fiscal year of the Corporation shall be the calendar year unless some other 
fiscal year is specified by resolution of the Board of Directors. 



STAFFING 
QUESTION #1 
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Life Resources of Georgia Personnel Structure 
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Christina Middleton, M.Div., B.A. 

Executive Director of Life Resources of Georgia 

Biographical Information: 

• Over 8 years of non-profit management and executive leadership experience 

• Specialise In training, coaching, and consulting to stiengtheri and advance pregnancy care facilities 

• Over IS years of pro|ect coordination experience 

• Able to cast vision, set goals, and motivate others to action 

Professional Experience: 

• tamed a national healthcare accreditation through AAAHC (Accreditation Association for Ambulatory Healthcare! while 
serving as Executive Director o! a Pregnancy Medical Clinic 

• Lead a team of 20* paid staff and 20* volunteers in a pregnancy medical clinic setting 

• Lead multi-sired pregnancy care and medical organications with a broad range of needs 

• Oversee state wide network of pregnancy care centers m Georgia 

• Foster relationships with all Executive Directors. Boards, and Staff Members of Georgia pregnancy care centers through 
training, coaching, consulting, standard evaluation, and strategic planning 

• Work with a state wide board to implement standards of care in pregnancy care centers across Georgia 


Page 99 of 150 



IMPLEMENTATION 
QUESTION#! AND #2 



Positive Alternatives Implementation Plan 


Stage One: estimated three weeks 

Determine all necessary deadlines for implementation plan based upon final contract award 
date. 

Secure employment of identified Grant Administrator and Administrative staff. 

Review insurance requirements and amend current insurance policies as needed. 

Determine all requirements of DPH under the Contract and identify all compliance needs 
Contract for Positive Alternatives program website and associated online application tool and 
data collection 

Design and Build all additional necessary policies and procedures tor Grant Application Process, 
reporting processes, internal compliance, communications with DPH 

Establish separate financial/banking accounts necessary for provision of Positive Alternatives 
Grant 

Consult with accounting expert on standard practices for managing separate accounts and audit 
Communicate initial announcement of upcoming grant opportunity via all available networks 

Stage Two: estimated one week 

Identify Grant Review Committee and draft all application review standards 

Plan and implement marketing of grant opportunity across general audience with additional 

marketing directly to all known eligible non-profits 

Draft all communications for grant opportunity 

Post links to online grant tool and offer printable version of grant application via website and 
communications attachments 

Stage Three: estimated two weeks 

Host informational meeting and webinar for interested applicants 

Provide Grant Review Committee orientation and standards 

Open application process in accordance with RFP and DPH required deadlines 

Stage Four: time TBD 

Begin agency review of applications 

Begin referral of qualified application submissions to Grant Review Committee 
Close application process and complete all review and referral 

Stage Five: time TBD 

Receive Grant Review Committee recommendations and provide proposed award 
recommendations to DPH 

Upon DPH final approval, notify award recipients via online tool and certified mail 
Insure proper denial notices are sent via online tool and certified mail 



Stage Six: time TBO 

Review awardee contracts to insure complete file compilation 
Communicate dear reporting requirements and invoice process to awardees 
Begin intake on reporting and invokes 
Hold webinar for any and all process questions 

Stage Seven: time TBD 

Begin process of program review and reporting 
Analyze program results on quarterly and annual basis 

Hold mid-year meeting to ensure compliance and troubleshoot programmatk issues 
Establish practice random site visits to oversee general quality of program implementation 



REPORTING 
QUESTION #3 



Due Diligence Review Form 

Due diligence refer* to the process through which LRG researches an organization's financial 
and organizational health and capacity. The due diligence process is not an audit or a guarantee 
of an organization's financial health or capacity. It is a review of information provided by a grant 
applicant and other sources to make an informed funding decision. 

1. Mow long has your organization been doing business? 

2. How many employees does your organization have, both part time and full time? 

3. What was your organizations total revenue in the most recent 12 month accounting period? 

4. How many different funding sources does the total revenue listed in question If 3 come 
from? 

5. Does your organization have a current 501(c) 3 status from the Internal Revenue Service? 
Yes I I No I I 

6. Has your organization done business under any other name or names within the last five 
years? Yes I I No I I 

a. If you answered yes to questions If6. list the names previously used. 

7. Is your organization affiliated with or managed by any other organizations, such as a 

regional or national office? Yes ~] No |_| 

8. Does your organization receive management or financial assistance from other 
organizations? Yes Q No 

a. If yes, provide details. 

9. Does your organization have written policies and procedures for accounting processes? Yes 

□ NoD 

If yes, please attach a copy of the table of contents of the written policies and procedures. 

10. Does your organization have written policies and procedures for purchasing processes? Yes 

□ NoD 

If yes, please attach a copy of the table of contents of the written policies and procedures. 

11. Does your organization have written policies and procedures for payroll process? Yes Q] No 

□ 

If yes, please attach a copy of the table of contents of the written policies and procedures. 



12. Which of the following best describes your organization's accounting system? 

Manual Q Automated Q Both Q 

13. Does the accounting system identify the deposits and expenditures of program funds for 
each and every grant separately? Yes Q No Q Not Sure Q 

14. If your organization has multiple programs within a grant, does the accounting system 
record the expenditures for each and every program separately by budget line items? Yes 
Q] No QI Not sure Q Not Applicable [H 

15. Does the accounting system havea way to identify over-spending of grant funds?Yes|^] No 
I | Not sure Q 

16. If grant funds are mixed with other funds, can the grant expenses be easily identified? Yes 
Q] No [31 Not sure Q 

17. Has an independent certified public accountant ever examine the organization's financial 
statements? Yes No Q Not sure [_ 

18. Has any debt been incurred in the last six months? Yes No_| 

a. If yes, what was the reason for the new debt? 

b. What is the funding source for paying back the new debt? 

19. What is the current amount of unrestricted funds compared to total revenues? 

20. Are there any current or pending lawsuits against the organization? Yes ( | No_] 

21. If yes, could there be an impact on the organization's financial position? Yes No or Not 
Applicable Q 

22. Has the organization lost any funding due to accountability issues, misuse, or fraud? Yes I I 
NoQ 

If yes, please describe the situation, including when it occurred and whether issues have 
been corrected. 



Logic Model and Evaluation 


GOAL 1: 




b. Screening: 


c. Training: 


4. Funding: 


5. Insurance: Attach certificate for General Liability and Ultrasound 

Coverage 

6. Data Management Program: _ 

7. Referrals Screened: YES or NO 

8. Confidentiality: Attached. 

9. Basic Services Provided: 

_Options Info 

_Abortion Facts 

_Parenting through Adoption 

_Single Parenting 



b. Screening: 


c. Training: 


4. Funding: 


5. Insurance: Attach certificate for General Liability and Ultrasound 

Coverage 

6. Data Management Program: _ 

7. Referrals Screened: YES or NO 

8. Confidentiality: Attached. 

9. Basic Services Provided: 

_Options Info 

_Abortion Facts 

_Parenting through Adoption 

_Single Parenting 



24/7 Hotline 

_Pregnancy Tests 

_Pre-Natal and Post-Natal Education 

_Material Aid 

_Mentoring Program 

_Post Abortion support 

_Abstinence education 

_STD/STI Information 

_Other: _ 


10. Hours open: 


Monday: _ Hours: 


Tuesday:_ Hours: 


Wed.: _ Hours: 


Thurs.: _ Hours: 


Friday: _Hours: 


Sat.: _ Hours: 



11. A. Total number of clients served last year: 



Date 







LIFE RESOURCES OF GEORGIA 
PRELIMINARY GRANT APPLICATION 
PART B - ULTRASOUND PROGRAM 


1. What is the purpose of adding ultrasound to the services offered by your 
clinic? 


2. What are the expected benefits of providing the ultrasound services? 



3. Please provide details regarding the center's ultrasound program, 
including but not limited to the following: (Attach separate sheet) 

A. Medical supervision 

B. Nurse Manager (Paid staff or volunteer) 

C. Number of nurses to be trained 

D. Medical Personnel performing ultrasound 

E. Hours ultrasound available per week 

F. Client qualifications for ultrasound 

G. Procedure to transition client from consultation room to 
ultrasound room 

H. Follow-up procedure 


4. Does your center have an ultrasound machine? 
If not, when do you expect to receive it? 


5. If your organization were to receive this grant, would you provide, on an 
annual basis. Life Resources of Georgia the same statistics that you provide 
focus on the family? 



6. Why is your organization best-suited to receive this grant? (Attach 
separate sheet if needed.) 


Name 


Title 


Date 



LIFE RESOURCES OF GEORGIA GRANT 
SITE VISIT 

CENTER NAME: 

DATE: 


1. Description of location: 


2. Description of facility: 


3. Condition of facility: 


4. Facility's ability to accommodate services offered: 


5. Description of center's decor 



6. Walk through client flow in center: 


Completed by 


Date 



CENTER NAME: 


LOCATION: 











STATEWIDE CENTER STATISTICS 
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Supplier General Information Worksheet 

Supplier General Inlormnllon 


THIS FORM SHOULD ONLY BE USED FOR SUPPLIERS RESPONDING TO SOLICITATIONS POSTED DIRECTLY TO 
THE GEORGIA PROCUREMENT REGISTRY IT SHOULD NOT BE USED WITH ELECTRONIC BIDS SOURCED 
THROUGH TEAM GEORGIA MARKETPLACE '"OR ESOURCE. 


This spreadsheet requests basic information concerning the Supplier and may establish other requirements the Supplier must 
meet to be considered eligible for award Read each question carehAy and provide a* requested answers 


I*[ , [ illM.I'.l 

Description 

1 

Provide Company Information 


Description 

Response 

i Provide tui ega« name) 

Life Resources of George 


Pfl Bor MTS' 

Address 2^ 


City 

Macon 

State 

Georgia 

Zip Code 

31208 

Authored Person s Heme 

Christina Mdd^eton 

Telephone Number 

6"A-£H-S5i7 

eMail Address 

Christ Inaffllferesourcescd-com 

2 

Reciprocal Preference Law O.C.G.A. §50-5-60(b) 

In which state Is your company domiciled? 

Supplier's 
Domicile (Slate) 


For me purposes o< evaluation only Suppler* resident in me Sate of Georgia wll be granted Ihe 
same preference over Suppliers resident in another state in me same manner, an me same bass and 
to the same extent that preference is y anted n «waning t»d* for the aeme goods or services by such 
other state to Suppliers resident therein over Suppliers resident In me State ot Georgia NOTE: For 
me purposes ot this law the detmtion ot a resident Suppler is a Supplier who is domiciled in the State 
of Georgia 


3 

Small Business: Can your company be classified as a Small Business? 

Response 


A Small Business is dellned as a business which is independently owned and operated In addition 
such business must have either fewer than 300 emniovees or less than $30 milion n aross receipts 
per year 

Also the State enoovages at companies to sub-contract portions of any state contract to smat and 
minority business enterprises SuppSers Interested In taking advantage of Ihe George Income tax 
incentives pro/ided for by the Official Code of Georgia Annotated Section 45-7-38, refatwe to the use 
ot mincnty subcontractors m the performance of contracts awarded by the State cf George, should 
contact the Supplier Relations Administrator 

Supplier Relations Administrator 

Department of Admliwtratrve Services 

200 Piedmont Avenue, SE 

Suite 1308 West Tower 

Atlanta Georgia 30334 0310 

Telephone |404| 657-6000 

Fax 14041 657-8444 

Ves - wtn less lhan 

3C0 emptoyees 

4 

Georgia Resident Business Can your company be classified as a Georgia Resident 

Response 


Georgia Resident Business means any business that regularly maintains a peace from whict 
business is pnyscalty conducted in Geagia for at lees! one yeat prot to any bid or proposal to the 
state or a new business that is domiciled m Georgia and winch regularly maintains a place from which 
business is physically conducted n Georgia provided however that a place from which business Is 
conducted shall not indude a post office box, a leased private roaibox site trailer or temporary 
structure 

Yes 
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Supplier General Information Worksheet 


5 

RwSlntSmaH ^ ^ *" C,a5SHi0d “ * GCOr£ " a 

Response 


Georgia Resident Small Business means any busness that satisfies both requirements 

1 ) Georgia Resident Business - regularly meettains a place from which business rs phywcally 
conducted In Georga ter at least one year onor to any txd or proposal to the state or a new business 
lhat is domiciled m Georgia and wtseh regularly maintains a place from which business is physically 
conducted In Georg a crowded however, that a place from which business rs conducted shad not 
Include a post oltlce box a leased private mailtxw site trailer or temporary structure 

2) Small Business - defned as a business which is independently owned and operated In addition. 
such business must have either fewer than 300 employees or less than S30 mllion in gross recasts 
per year 

Yes 

6 

percentage of company ownership/control attributable to each of the minority groups listed. 


A Minority Business enterprise r 
more mnorlles end is authorized 
accessed and domiciled within thi 

means a small business concern which is at least 51% owned and cor 
lo do and Is doing business under Ihe laws of Ihe Stale of Georgia pi 
s state (Official Code of Georgia Annotated §50-5-131) 

itroted by one or 
tying oil takes duty 

Minority Group 

Percentage of Ownership 


Atrcan Ajnervjan 

0% 

Hispanic / latino 

84*, 

Native Amencan 


Asian Amencan 

dk 


Pactte tslanoer 

0% 

7 

la your company a scrutinized company? Please answer either a. b. or c as described 

Response 


Any Supplier that currently and/or previously within the Iasi three years has had business adrvilies or 
other operations outside of the Unted Stales must certify that it is not a scrutinized company A 
scrutinized company is a company conducting business operations in Sudan that is involved in 
power production activities mineral extraction activities aurelated activities, ot the ptoducticr ot 
miltery equpment but excludes a company which can demonstrate any ot the following exceptions 
noted in O.C.G.A. Section 50-5-84 False certification, hereunder may result m civil penalties contract 
termination, indlgOihiy to bid on stale contractors tor three or more years andto any other available 
remedy If Ihe Supplier is a scrutinized company the Supp<er shall nol be etgibie to bid on or 
sutmt a proposal tor a contract wttn the State Entity unless DO AS makes a determination in 
accordance with O C G A Section 50-5-84 that 4 is n Lie best nterests ot the Sale to permit the 
scrutinized company to submit a bid or proposal Any scrutinized company desnng OOAS to make 
such a detemvnetion should contact both DOAS and the issuing Officer mmediatety 

Bease answer either a. b or c In the response column ot this worksheet to indicate your answer 
a 1 certify my company Is NOT a'scrutinized company * 
b 1 certify my company is a 'set utilized company ‘ 

c 1 certify 1 have requested and received written permission from OOAS to submit a response to this 
Event n accordance w4h O.CG A. Section 50-5-84 


8 

Have you submitted a completed Tax Compliance form? 

Response 


To be eligble tor contract award the suppler must not owe taxes to the State of Georgia Also In 
accordance with Official Coda of George Annotated 150-5-82 the State Entity is prohibited from 
awarding any contract valued at more than $100 000 00 to a nongovernmental vendor it that vendor or 
an afftlale of Ihe vendor is a "dealer" fating or refusing lo collect sales or use taxes on its sales 
delivered to Georgia Each Supplier must submt a completed ' ax Compliance Form i SPD-SPM1; 
which has been prodded as a downloadable document by accessing Ihe kik below In Ihe event the 
Supplier is behg considered for com rad award land the centred is valued al more than $100,000 00) 
Ihe information provided in the Tax Compliance Form wll be submitted by Ihe State Entity to the 
Georgia Department o < Revenue I'DOR'I (or a determination as lowtielhet Ihe Supplier is a 
'prohbited source' or has other tax deficiencies The State EnNy reserves the rght to subml the 
Supplier s completed form to DOR tor review evert t the contract is valued a! less man $100,000 00 
Download the Tax Compliance tom using the link below end upload the completed tom as part of 
your response 

httpi'/dojsua.iwi/sgia-purcTaiiriL'ieien-aaaes-cl-prixureme.TL'rtaaa-S-Mliotation-iiraBanmDn 

Yes 


Revised 07*01/2015 
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Supplier General Information Worksheet 


Any Offer or identified as a pronitxted source wife be inekgittfe tor award Accordngty. trie Offeror is 

strongly encouraged to check its tax status now and resotve any outstanding tax kabtihss pnorio 
sutxr»«ing (ha response Department at Revenue has clenlified the fotlcwng soiace to alow Ofterots 
to check current tax status 


Rewsed 07101/2015 


Page3 


SFO-SP042 









(• 

Georgia 

TAX COMPLIANCE 


INSTRUCTIONS TO SUPPLIERS 
Please complete the following information: 

• Supplier’s Name: Life Resources of Georgia, Inc. 

• Physical Location Address: 6405 Sugarl oaf Parkway, Duluth G A 30097 

• Federal Identification Number (FEI): 26-0541427 

• Have you ever been registeredin the State of Georgia? Yes 

• If so, please provide the following information, if applicable: 

o State Taxpayer Identification Number (STI): N/A 
o Sales and Use Tax Number: N/A 
o Withholding Tax Number: 2375728-BI 

• What type of service will you perform? Grant Administration 

• Will you sell any tangible personal property or goods? No 

• Supplier’s Affiliate’s Name: N/A 

o FEI: N/A 
o STI: N/A 

o Sales and Use Tax Number: N/A 
o Withholding Tax Number: N/A 

If there is more than one affiliate, please attach a separate sheet listing the information above. 

• Person responsible for handling supplier’s tax issues (such as the CFO, the company tax 
officer, etc ): 

o Name: Cory Robinson 
o Telephone Number: 770-7574870 
o E-mail Address: cory@corvrobinsoncpa.com 

NOTICE TO SUPPLIER : 

In the event the supplier is considered for contract award, the information provided in the form will be 
submitted by the State Entity to the Georgia Department of Revenue (“DOR”) for a determination as to 
whether the supplier is a “prohibited source” (as defined by O.C.G. A, §50-5-82) or whether there are 
any other outstanding tax issues. MISSING, INCOMPLETE, OR ERRONEOUS DATA MAY 
DELAY OR PROHIBIT VERIFICATION OF YOUR ELIGIBILITY FOR CONTRACT AWARD. 

NO PROHIBITED SOURCE MAY RECEIVE CONTRACT AWARD; THEREFORE, YOU ARE 
STRONGLY ENCOURAGED TO CHECK YOUR TAX STATUS NOW AND RESOLVE ANY 
OUTSTANDING TAX LIABILITIES AND/OR MISSING TAX RETURNS. 

STATE ENTITY: Please submit this form via email to DOR at tsd-state-contractors@,dor.ga.gov for 
processing in accordance with the Georgia Procurement Manual. 


Revised: 12/22/2010 
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ATTACHMENT 7 

CONTRACT SCOPE, RESPONSIBILITIES, DELIVERABLES, PAYMENT SCHEDULE 

1. SCOPE OF WORK 

The Positive Alternatives for Pregnancy and Parenting Program is established to develop a state¬ 
wide effort that promotes healthy pregnancies and childbirth by awarding funding to nonprofit 
organizations to provide pregnancy support services to women at no cost. The Contractor shall 
serve as the Contract Management Agency (“Agency”) which is responsible for administering the 
Program. The Agency will select Direct Client Service Providers (“Providers”) and subcontract 
with the Providers to provide pregnancy support services, monitor compliance of the Providers, 
and provide programmatic and financial reports to the Georgia Department of Public Health 
(“DPH”). 

2. DEFINITIONS 

Agency means the entity selected by DPH to serve as contract management agency in accordance 
with O.C.G.A. § 31-2A-33, and its successors. 

Attending Physician means the physician who has primary responsibility at the time of reference 
for the treatment and care of the client. 

Eligible Client means a woman who is a resident of Georgia, who is or believes she may be 
pregnant. 

Pregnancy Support Services means the following: 

(a) Medical care and information, including but not limited to pregnancy tests, sexually 
transmitted infection tests, other health screening, ultrasound service, prenatal care, 
and birth classes and planning; 

(b) Nutritional services and education; 

(c) Housing, education, and employment assistance during pregnancy and up to one year 
following a birth; 

(d) Adoption education, planning, and services; 

(e) Child care assistance if necessary for the client to receive pregnancy support services; 

(f) Parenting education and support services for up to one year following a birth; 

(g) Material items which are supportive of pregnancy and childbirth including, but not 
limited to, cribs, car seats, clothing, formula, or other safety devices; and 

(h) Information regarding health care benefits, including but not limited to, available 
Medicaid coverage for the client for pregnancy care that provides health coverage for 
the client's child upon his or her birth. 
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Program means the Positive Alternatives for Pregnancy and Parenting Program established 
pursuant to O.C.G.A. § 31-2A-31 et seq. 


3. SPECIFIC CONTRACTOR RESPONSIBILITIES 

Agency shall complete the following actions, tasks, obligations and responsibilities: 

A. Develop and implement an advertising method to notify providers of the availability of funding. 

B. Develop and implement a selection process for providers based on the following DPH 
guidelines. 

i. On a yearly basis, using the guidelines below, Agency shall select Direct Client Service 
Providers to provide Pregnancy Support Services to Eligible Clients at no cost; 

ii. Application process. Agency shall create and implement a process to select Providers 
that apply for and compete to participate in the Program. Providers shall submit 
applications in a competitive application process. As part of the process, Agency shall 
require Providers to complete the application form, attached as Exhibit “A” 
Application to Participate in Pregnancy Support Services Program” and provide 
the required documentation. 

iii. Successful applications by Providers must demonstrate, at minimum, the following 
Provider qualifications: 

(1) Be a nonprofit organization incorporated in this state with a tax-exempt status 
pursuant to Section 501(c)(3) of the Internal Revenue Code of 1986; 

(2) Have a primary mission of promoting healthy pregnancy and childbirth; 

(3) Have a system of financial accountability consistent with generally accepted 
accounting principles, including an annual budget; 

(4) Have a board that hires and supervises a director who manages the 
organization’s operations; 

(5) Have provided pregnancy support services for a minimum of one year; 

(6) Currently offer pregnancy tests and counseling for women who are or may be 
experiencing unplanned pregnancies; 

(7) Will be able to offer, if selected, any of the eight pregnancy support services: 
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a. Medical care and information, including but not limited to pregnancy 
tests, sexually transmitted infection tests, other health screening, 
ultrasound service, prenatal care, and birth classes and planning; 

b. Nutritional services and education; 

c. Housing, education, and employment assistance during pregnancy and 
up to one year following a birth; 

d. Adoption education, planning, and services; 

e. Child care assistance if necessary for the client to receive pregnancy 
support services; 

f. Parenting education and support services for up to one year following a 
birth; 

g. Material items which are supportive of pregnancy and childbirth 
including, but not limited to, cribs, car seats, clothing, formula, or other 
safety devices; and 

h. Information regarding health care benefits, including but not limited to, 
available Medicaid coverage for the client for pregnancy care that 
provides health coverage for the client's child upon his or her birth. 

(8) Maintain confidentiality of all data, files, and records of Eligible Client related to 
the services provided and in compliance with state and federal laws. 

iv. Provider’s application must demonstrate that Provider has competent experience and 
the capacity to provide any of the eight Pregnancy Support Services, through its own 
personnel and facilities or through competent and experienced third-party vendors 
under contract to Provider. 

v. Provider applications must also require the following information: 

1) Annual revenue for the prior year; 

2) Number of women who were provided pregnancy related services served during 
the prior year; 

3) Number of each of the Pregnancy Support Services provided during the prior year; 

4) Additional pregnancy related services provided; 

5) Estimate of additional number of Eligible Clients that can be served with the 
funding; 
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6) Estimate of additional number of each of the Pregnancy Support Services that can 
be provided with the funding; 

7) The amount of funding estimated to be needed for each Pregnancy Support 
Service that the applicant proposes to offer, with an itemized estimate for each; 

8) Total amount of funding requested (up to 85% of the annual revenue for the prior 
year in accordance with O.C.G.A. § 31-2A-35(b)); 

9) Copies of printed materials offered during the prior year to encourage childbirth 
instead of voluntary termination of pregnancy and which assist pregnant women or 
women who believe they may be pregnant to choose childbirth whether they intend 
to parent or select adoption for the child; 

10) A plan for reaching Eligible Clients; 

11) A plan for advertising Pregnancy Support Services; and 

12) Current location and an explanation of how it is accessible to Eligible Clients, 
vi. Agency shall also consider the following qualifications in selecting Providers: 

1) Quality of services; 

2) Office location with dedicated space to provide confidential, direct in-person 
counseling; 

3) Ability to reach Eligible Clients in need of services; and 

4) Ability to serve Eligible Clients in geographic areas of the state not covered by 
other Providers. 

C. Evaluate Provider applications on a competitive basis and recommend Providers to DPH that 
demonstrate competent experience and capacity to provide any of the required Pregnancy 
Support Services and that satisfy all minimum requirements. Agency shall provide the results 
of its Provider evaluations to DPH in a report format. 

D. Communicate written acceptance or denial of applications, that have been approved by DPH, 
to Direct Client Service Providers; 

E. Enter into a subcontract with provider for the provision of services. Agency shall use the 
attached Exhibit “B” Agreement to Provide Pregnancy Support Services. 
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F. Require Providers to submit monthly reports to the Agency. Such reports will include the 
following: 

(i) the unduplicated number of Eligible Clients who visited Provider; 

(ii) the unduplicated number of Eligible Clients who received one or more Pregnancy 
Support Services; 

(iii) the unduplicated number of Eligible Clients who were determined to be pregnant; and 

(iv) the unduplicated number of Eligible Clients who: 

1. carried their pregnancy to term, and chose to keep the child; 

2. carried their pregnancy to term, and chose to give the child up for adoption; 

3. chose to abort the pregnancy; and 

4. the number of Eligible Clients seen for whom Provider was unable to verify the 

ultimate decision with regard to the pregnancy. 

G. Monitor the continuing compliance with the subcontract and ensure that Providers fulfill all 
subcontract requirements. 

H. Process, inspect, review, and approval subcontractors’ budgets, invoices for payment and 
documentation of expenditures. 

I. Maintain records for each applicant and award; and 

J. Coordinate activities and correspondence between the DPH and Direct Client Service 
Providers. 

K. Develop and implement an evaluation plan to monitor progress and outcomes for the 
proposed Pregnancy Support Services, as outlined in its application. 

L. Submit timely and complete quarterly and end of the year programmatic reports using the 
forms provided by DPH. 

M. Establish a procedure for reviewing and responding to any complaints against Direct Client 
Service Providers from Eligible Clients. 

N. Protect the confidentiality of Eligible Clients’ personal health information in accordance with 
HIPPA. 
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4. DPH RESPONSIBILITIES 


A. Publish the Direct Client Service Provider Criteria on its website. 

B. Review Agency’s recommendation for Providers to receive funding. 

C. Determine, with input from the Agency, the maximum amount to be awarded to each Direct 
Client Service Provider, and such amount shall not exceed 85 percent of the annual revenue 
for the prior year of any provider. 

D. Provide Agency written approval to communicate acceptance or denial of Providers to 
participate in the Program and provide the amount of funding to be provided during the next 
contract term. 

E. Conduct an annual audit of each Direct Client Service Provider by an independent certified 
public accountant within 120 days of the completion of its fiscal year verifying that it has 
complied with all requirements of this article and any other requirements of the DPH. 

5. DELIVERABLES 

Payment of invoices is contingent on the timely remittance of the deliverables and the submission 

of invoices. Failure to submit deliverables as required may delay or negate payment of invoice. 

A. Communicate acceptance or denials of the application to Providers within 7 days of DPH 
approval. 

B. Subcontract with participating providers within 15 days of approval. 

C. As needed, coordinate activities and correspondence between DPH and Direct Client Service 
Providers. 

D. Within two weeks of the end of the quarter, submit quarterly reports on the forms provided by 
DPH. 

E. Within 2 weeks of the end of the contract term, submit an Annual Report using the form 
provided by DPH, and submit Provider annual reports to DPH. 
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LINE ITEM BUDGET 


CONTRACTOR 

CONTRACT NUMBER 

Life Resources of Georgia, Inc. 

40500-040-17172496 

CONTRACTOR CONTACT NAME 

CONTRACTOR CONTACT PHONE NUMBER 

Christina Middleton 

678-622-5947 

Electronic Funds Transfer? o Yes (Authorization for EFT must be attached or on file) Q No 


Remit Invoices to: 


Georgia Department of Public Health 
Attn: Diane Durrence 
Diane.Durrence@dph.ga.gov 


Type of Expenses 

Total Approved Budget 
Funds 

A. Personal Services (Salaries) 

$115,000.00 

B. Regular Operating 

$20,000.00 

C. Travel 

$12,000.00 

D. Equipment 

$3,000.00 

E. Facility Costs 

$30,000.00 

F. Per Diem / Fees 


G. Telecommunications 

$2,400.00 

H. Other - specify: Grant Meeting/Orientation/Training Expenses 

$7,000.00 

Administrative Fees 

$189,400.00 



A. Provider Costs--Reimbursement of allowable costs up to the approved budget amounts as 
invoiced by providers for Pregnancy Support Services to Eligible Clients, including 

Pregnancy Support Services that are provided through a third-party vendor 

$2,810,600.00 





TOTAL 

$ 3,000,000.00 
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EXHIBIT A 

APPLICATION TO PARTICIPATE IN PREGNANCY SUPPORT SERVICES PROGRAM 


Application Guidelines and Submission Procedure: 


The attached Application Form must be completed by each applicant. 


Program Period: 
Copies to submit: 

Page Maximums: 

Send Application to: 


12 months 

1 original application via US Mail plus 1 
electronic copy via email 

Please note space limitations in each section of 
the application 

By Mail: 

TBD (Contractor Agency Name) 

Attn: 

Address 
City, State, Zip 

By Email: Contractor Agency Lead 


Application Deadline: Application must be received by : TBD 


Requirements for the Application: 

• Only nonprofit organizations in Georgia with a tax-exempt status pursuant to Section 501(c)(3) 
of the Internal Revenue Code of 1986 may apply for this funding. 

• Only organizations that have provided pregnancy support services for a minimum of one year 
may apply for this funding. 

• Applicants must have a primary mission of promoting healthy pregnancy and childbirth. 

Required Components: Please only use space allocated. See Application Form, which begins on 
page_of this document. 

Element 1- Capacity Summary (20 points): This section will focus on the organization’s mission and 
vision statement and demographic data and current numbers served for target population. 

Element 2- Potential Impact (15 points): This section will focus on the organization’s work to 
promote healthy pregnancies and parenting for vulnerable populations and strategies to address 
issues of cultural competency serving target population. 
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Element 3-Program Description (35 points): This section will focus on the steps and processes 
used to deliver pregnancy support services, experience with delivering these services, as well as 
identifying any barriers and the strategies used to overcome these obstacles. 

Element 4-Evaluation (10 points): This section will focus on the criteria your organization will use to 
evaluate the success of the program, using measurable goals and objectives, evaluation tools, etc. 

Element 5- Budget (10 points): This section will focus on the budget, indicating all income, 
expenditures and the source of income/funding. Please note any in-kind or matching funds that will 
support your efforts as part of your budget detail. 

Element 6 - Sustainability (10 points): This section will describe efforts to sustain improvements 
and continue to develop the program after the contract term ends. 

Review Process 


• Applications will be reviewed by_. The deadline for submission will be the last working 

day of the month preceding review. For example, applications received on or before 
September 30 th will be reviewed in October. 

• All application questions must be completed to be considered for review. 

• Facilities will be notified by email of receipt of the application within ten days of submission. 

Award Notification 

Award decisions will be announced on or before_, 201 _. Applicants selected for funding will 

be notified by phone and email. 

Applicants selected for funding will be responsible for submitting monthly program and financial 
updates. A reporting template will be provided. 

Instructions for submission of applications 

Please mail your complete application to: 


TBD (Contractor Agency Name) 
Attn: 

Address 
City, State, Zip 

By Email: Contractor Agency Lead 
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Application Form 


Name of Organization: Enter name of organization here 

Address: Enter Complete Mailing Address (include city and zip code) here 

Contact Person Completing Application: 

Name, with Credentials: 

Title: 

Phone Number: 

Email Address: 

Element 1: Capacity Summary 

1.1. Describe your organization’s mission and vision. 


1.2 Describe your organization’s governing structure, including organizational chart, board of directors 
and biography of key leadership. 


1.3. How does this program fit within the mission/vision of the institution? 


1.4. Please provide data for services rendered during the prior year: 

# Clients who carried their pregnancy to term, and chose to keep the child 

# Clients who carried their pregnancy to term, and chose to give the child for adoption 

# Clients who chose to abort the pregnancy 

# Clients seen for whom Provider was unable to verify the ultimate decision with regard to the 
pregnancy 

Number of each of the eight Pregnancy Support Services provided: 
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1. Medical care and information: 

■ # Pregnancy tests 

■ # Sexually transmitted infection tests 

■ # Other health screenings 

■ # Ultrasound services 

■ # Prenatal care 

■ # Birthing classes 

2. # Nutritional services and education 

3. # Housing, education, and employment assistance during pregnancy and up to one 
year following a birth 

4. # Adoption education, planning, and services 

5. # Child care assistance if necessary for the client to receive pregnancy support 
services 

6. # Parenting education and support services for up to one year following a birth 

7. # Material items which are supportive of pregnancy and childbirth including, but not 
limited to, cribs, car seats, clothing, formula, or other safety devices 

8. Information regarding health care benefits: 

■ # Medicaid coverage 

■ # Additional pregnancy related services provided 

Element 2: Potential Impact 

2.1. What practices or procedures are in place to promote healthy pregnancies and parenting? 

Include information about staff training, etc. 

2.2. Describe a project or specific strategy, if applicable, that your organization has undertaken to 
increase healthy pregnancies. 

2.3. How many additional clients do you estimate that can be served with the funding? Please explain. 

Element 3-Program Description: 

3.1. Does your organization offer medical care and information, including but not limited to pregnancy 
tests, sexually transmitted infection tests, other health screening, ultrasound service, prenatal care, 
and birth classes and planning? 

3.2. Does your organization offer nutritional services and education? 

3.3. Does your organization offer housing, education, and employment assistance during pregnancy 
and up to one year following a birth? 
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3.4. Does your organization offer adoption education, planning, and services? 


3.5. Does your organization offer child care assistance if necessary for the client to receive pregnancy 
support services? 

3.6. Does your organization offer Parenting education and support services for up to one year 
following a birth? 

3.7. Does your organization offer material items which are supportive of pregnancy and childbirth 
including, but not limited to, cribs, car seats, clothing, formula, or other safety devices? 

3.8. Does your organization offer information regarding health care benefits, including but not limited 
to, available Medicaid coverage for the client for pregnancy care that provides health coverage for the 
client's child upon his or her birth? 

3.9. List community resources to which you refer clients for miscellaneous support services. 

3.10. List all organizational staff that will participate in this program (include titles and brief description 
of duties). 

Element 4-Evaluation: 

4.1. Please select the items for which you currently document: 

□Medical care services 

□Nutritional services and education 

□Housing, education, and employment assistance 

□Adoption education, planning, and services 

□Childcare assistance 

□Parenting education and support services 

□Material items distributed 

□Healthcare benefit services 

4.2. Please select the following items for which you routinely collect and analyze data: 

□Medical care services 

□Nutritional services and education 

□Housing, education, and employment assistance 

□Adoption education, planning, and services 

□Childcare assistance 

□Parenting education and support services 

□Material items distributed 

□Healthcare benefit services 

4.3. Who will be responsible for data collection for the program? 

4.4. What other methods of evaluation (if any) are currently in use? 
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4.5 Does your organization have the ability to maintain confidentiality in compliance with state and 
federal law? 

Element 5- Budget: 

5.1 Describe your organization’s system of financial accountability. 


5.2. How do you plan to use the funding? Include any plans for in-kind or matching funds. 

Element 6 - Sustainability: 

6.1 Describe how your organization will sustain increased program services once program funding 
ends. 
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Exhibit B 

AGREEMENT TO PROVIDE PREGNANCY SUPPORT SERVICES 


_ (Agency), serving as contract management agency to the 

Georgia Department of Public Health (DPH) in accordance with O.C.G.A. § 31-2A-33, hereby 

contracts with _ (Provider) to provide pregnancy support 

services to eligible clients as follows: 

1. Parties; Third Party Beneficiary. The parties to this contract are Agency and Provider. 
DPH is an intended third-party beneficiary of this Agreement. 

2. Term. This contract shall begin on _ and shall end on 

_ unless terminated earlier. Agency’s obligation to make payment under 

Paragraph 6, and Provider’s obligations under Paragraphs 7 and 8, shall survive the expiration or 
termination of this contract. 

3. Definitions. 

Agency means the entity selected by DPH to serve as contract management agency in accordance 
with O.C.G.A. § 31-2A-33, and its successors. 

Attending Physician means the physician who has primary responsibility at the time of reference for 
the treatment and care of the client. 

Eligible Client means a woman who is a resident of Georgia, who is or believes she may be pregnant. 
Pregnancy Support Services means the following: 

(a) Medical care and information, including but not limited to pregnancy tests, sexually 
transmitted infection tests, other health screening, ultrasound service, prenatal care, 
and birth classes and planning; 

(b) Nutritional services and education; 

(c) Housing, education, and employment assistance during pregnancy and up to one year 
following a birth; 

(d) Adoption education, planning, and services; 

(e) Child care assistance if necessary for the client to receive pregnancy support services; 

(f) Parenting education and support services for up to one year following a birth; 

(g) Material items which are supportive of pregnancy and childbirth including, but not 
limited to, cribs, car seats, clothing, formula, or other safety devices; and 
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(h) Information regarding health care benefits, including but not limited to, available 
Medicaid coverage for the client for pregnancy care that provides health coverage for 
the client's child upon his or her birth. 

Program means the Positive Alternatives for Pregnancy and Parenting 
Program established pursuant to O.C.G.A. § 31-2A-31 et seq. 

4 . Client Screening. Provider shall implement procedures to screen and identify Eligible 
Clients. 

5. Services. Provider will offer any or all eight Pregnancy Support Services to Eligible Clients, 
and provide such services as needed and at no charge to Eligible Clients, either through its own 
personnel and facilities or through third-party vendors under contract to Provider. If Provider elects to 
provide Pregnancy Support Services through a third-party vendor, then Provider must have a written 
agreement for referral in place which provides, at a minimum, that the vendor shall comply with the 
Standards of Conduct set out in Paragraph 9 below, and that the vendor shall not charge Eligible 
Clients for Pregnancy Support Services. 

6. Billing and Payment. Provider shall invoice and bill according to Exhibit C Expenditure of 
Funds and Exhibit D Invoice for Pregnancy Support Services which it provides to Eligible Clients, 
including Pregnancy Support Services that are provided through a third-party vendor: 

7. Audits. Provider shall have and maintain a system of financial accountability consistent with 
generally accepted accounting principles, including an annual budget. Provider shall cooperate with 
any audit conducted by or on behalf of Agency or DPH deemed necessary to verify that Provider has 
complied with all the requirements of the Program, including but not limited to furnishing information 
and documents upon request by the auditors. 

8. Reports. Provider shall maintain accurate records and shall report data to the Agency 
monthly and in an Annual Report on the forms provided by DPH. At a minimum, the monthly report 
will include the following monthly and annual aggregate information: 

(a) the unduplicated number of Eligible Clients who visited Provider; 

(b) the unduplicated number of Eligible Clients who received one or more Pregnancy 
Support Services; 

(c) the unduplicated number of Eligible Clients who were determined to be pregnant; and 

(d) the unduplicated number of Eligible Clients who 

i. carried their pregnancy to term, and chose to keep the child; 

ii. carried their pregnancy to term, and chose to give the child up for adoption; 

iii. chose to abort the pregnancy; and 

iv. the number of Eligible Clients seen for whom Provider was unable to verify the 

ultimate decision with regard to the pregnancy. 
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9. Standards of Conduct. Provider shall abide by the following standards of conduct with 
regard to all Eligible Clients, and shall ensure that any third-party vendors it engages to 
provide Pregnancy Support Services does the same: 

(a) Provider shall protect the confidentiality of Eligible Clients’ personal health information 
in accordance with HIPAA and Attachment 9 Business Associate Agreement; 

(b) Provider shall provide Eligible Clients with their own personal health information upon 
request in accordance with HIPAA; 

(c) Provider shall not provide an Eligible Client with an abortion; directly refer an Eligible 
Client to an abortion provider for an abortion; or encourage or affirmatively counsel an 
Eligible Client to have an abortion, unless the client’s attending physician diagnoses a 
condition which makes such abortion necessary to prevent her death; 

(d) Provider shall not promote any religious or political cause to an Eligible Client through 
any means, including, but not limited to, counseling or written materials. This does not 
preclude the Provider from having religious or political discussions, and providing such 
written materials, in its activities that are not related to the Program. 

(e) Provider shall not represent, by suggestion, statement, or omission, that it provides 
abortion services; 

(f) Provider shall not employ any name, symbol, or slogan that represents, by suggestion, 
statement, or omission, that it is an abortion facility; 

(g) Provider shall not represent, by suggestion, statement, or omission, that it provides 
medical services, unless it employs a licensed physician or nurse on the premises to 
provide the medical services; 

(h) Provider shall provide each Eligible Client with accurate information on the 
developmental characteristics of babies and of unborn children, including offering the 
printed materials described in Code Section 31-9A-4 on fetal development and 
assistance available following a birth; 

(i) Provider shall provide information regarding the risks and consequences of pregnancy, 
childbirth, and abortion. Such information shall be accurate, scientifically based, and 
consistent with the standards of the American Medical Association and the American 
Congress of Obstetricians and Gynecologists; and 

(j) Provider shall not use the DPH name or logo in any manner, including advertisements, 
internet pages, or written materials, without the express prior written permission of the 
DPH Director of Communications. 

10. Termination. This contract may be terminated by the Agency at any time for breach or for 
convenience. 

11. Non-Discrimination. Provider shall not discriminate against any client on the basis of race, 
national origin, gender, age, religion, or any other ground prohibited by state or federal law. 
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12. Entire Agreement. This contract constitutes the entire agreement between the parties and 
supersedes any prior discussions or understandings. It may be amended only by a writing 
plainly titled “Amendment” and signed by both parties. Provider’s rights and duties under this 
contract cannot be assigned. 


This_day of_, 20_. 

AGENCY PROVIDER 


Name 

Title: 


Name: 

Title: 
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EXHIBIT C 

EXPENDITURE OF FUNDS 


Proposed Budget 

Prior to each contract term, each direct client services provider must submit for approval a proposed 
budget and budget narrative. This provides and estimation of the organization’s cost for providing 
Pregnancy Support Services. The proposed budget shall include the cost of Pregnancy Support 
Services to be provided, the personnel time spent to provide those services, and other allowable 
expenditures listed below. 

Providers will be compensated at the rate of $60.00 per hour for the personnel time spent to provide 
Pregnancy Support Services to clients 

Pregnancy tests will be reimbursed at the rate of $1.50 per pregnancy test provided to clients. 

Providers will be reimbursed for other allowable expenses that are reasonable, necessary and directly 
related to the provision of approved Pregnancy Support Services ( see a full list of allowable and non¬ 
allowable expenditures at the end of this page). Providers shall include a request for these funds in 
their proposed budget and include any documentation necessary to support the request (i.e. 
description of need, pricing, etc.). 

Once approved, the budget will set out the maximum reimbursement amount for the contract term. 
Providers may submit a written request for a budget amendment. 

Remuneration for Services 

Providers will be reimbursed for expenditures for Pregnancy Support Services up to the approved 
budget amount. 

Monthly Invoice and Monitoring Report 

Providers must request payment on a monthly basis through the submission of the properly 
completed Invoice and Monthly Monitoring Report. 

The monthly invoice and report are due to the contract management agency by the 15 th day of the 
month. Should the 15 th fall on a Saturday or a Sunday, the invoice and report are due the following 
Monday. 

Procedure for Incorrect Invoice Packets 

The contract management agency will not correct invoices. If there are errors, providers will receive 
an e-mail and will be responsible for submitting a new corrected invoice. 

Allowable expenditures include the following: 

• Promotional items- Pens, coffee cups, etc. 

• Brochures- Non faith-based (with prior approval of content) 

• Postage and delivery- (for direct correspondence to Pregnancy Support Clients) 

• Training supplies- For program related topics (not faith-based) 

• Office supplies -As related to direct program services 
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• Printing- As related to the contract 

• Bus passes- Expense above reimbursement for client transportation to and from provider and 
health care provider 

Non-Allowable Expenditures for items listed below are prohibited: 

• Flowers 

• Plaques 

• Decorative items, such as potted plants, statues, pictures, etc. 

• Greeting cards 

• Fees and dues related to professional or occupational licenses 

• Entertainment, including food, candy, drinks, or decorations 

• Severance pay and unearned leave 

• Organizational affiliations, fund raising, or lobbying 

• Capital improvements, alterations, building construction, or renovations 

• Purchase of vehicles 

• Cash awards to employees or ceremony expenditures 

• Penalty on borrowed funds 

• Direct monetary assistance to clients 

• Development of software programs 

• Personal cellular telephones 

• Office parties, entertainment 

• Appliances for the personal convenience of the staff including microwave ovens, refrigerators, 
coffee pots, portable heaters, fans, etc. 

• Water coolers, bottled water 
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EXHIBIT D 



MONTHLY INVOICE 

Company Name 

Street Address, City, ST ZIP Code 

Phone Fax 

email 


BILL Contact Name 

To Company Name 

Street Address 

City, ST ZIP Code 

phone 

No. 

COMMENTS 


Date 

DESCRIPTION 

BALANCE 

AMOUNT 

















































AMOUNT DUE 



Remittance 

Statement # 

Statement # 

Date 

Date 

Amount Due 

Amount Due 
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ATTACHMENT 8 
INSURANCE or BOND FORMS 


Contractor shall, at a minimum, prior to the commencement of work, procure the insurance policies 
identified below at Contractor’s own cost and expense and shall furnish DPH with proof of coverage at 
least in the amounts indicated. Proof of insurance must be received by the DPH Contracts 
Administration within 10 days of execution of this contract. Proof of insurance on renewals must be 
received by DPH Contracts Administration prior to start date of renewal period. It shall be the 
responsibility of Contractor to require any subcontractor to secure the same insurance coverage as 
prescribed herein for Contractor, and to obtain a certificate evidencing that such insurance is in 
effect. Contractor shall indemnify, hold harmless and name the following as Additional Insured: DPH, 
the State of Georgia, its officers, employees and agents from any liability arising out of Contractor’s or 
subcontractor’s untimely failure in securing adequate insurance coverage as prescribed herein: 


A. 


Workers’ Compensation Insurance, the policies to insure the statutory limits established by the 
General Assembly of the State of Georgia. The Workers’ Compensation Policy must include 
Coverage B - Employer’s Liability Limits of: 


Bodily Injury by Accident 
Bodily Injury by Disease 
Bodily Injury by Disease 


$100,000.00 per employee 
$100,000.00 per employee 
$500,000.00 policy limit 


B. 


C. 


Commercial General Liability Policy(ies) as follows: 


General Aggregate Limit 

Products & Completed Operations Limit 

Each Occurrence 

Personal & Advertising Injury Limit 

Automobile Liability 

Combined Single Limit 


$ 2 , 000 , 000.00 

$ 2 , 000 , 000.00 

$ 1 , 000 , 000.00 

$ 1 , 000 , 000.00 

$ 1 , 000 , 000.00 


D. Liability for property damage in the amount of $3,000,000.00, including contents coverage for 
all records maintained pursuant to this Contract. 


E. Failure to provide Proof of Insurance within the timeframe described above will result in the 
termination of this contract. 


F. As stated above, contractor shall procure and maintain insurance which shall protect the 
contractor and the state from any claims for bodily injury, property damage, or personal injury 
which may arise out of operations under the agreement. Contractor shall procure the insurance 
policies at the contractor's own expense and shall furnish the state an insurance certificate 
listing the state as certificate holder. The insurance certificate must document that the liability 
insurance coverage purchased by the contractor includes contractual liability coverage to 
protect the state. The certificate shall be furnished no later than ten (10) business days after 
notification of the State’s intent to award a contract. In addition, the insurance certificate must 
provide the following information: 

1. Name and address of authorized agent 
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2. Name and address of insured 

3. Name of insurance company (licensed to operate in Georgia) 

4. Description of coverage in standard terminology 

5. Policy period 

6. Limits of liability 

7. Name and address of certificate holder 

8. Acknowledgment of notice of cancellation to the state 

9. Signature of authorized agent 

10. Telephone number of authorized agent 

11. Details of policy exclusions in comments section of insurance certificate 
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ATTACHMENT 9 


Department of Public Health Form GC-00901A 

BUSINESS ASSOCIATE AGREEMENT 

WHEREAS, the Georgia Department of Public Health (“DPH”) and Life Resources of Georgia, Inc. 
(“Contractor”) have entered into the attached Contract, whereby Contractor will provide functions, 
activities, or services to DPH involving the use of Protected Health Information (“PHI”) as defined by 
Health Insurance Portability and Accountability Act of 1996 (“HIPAA”); 

WHEREAS, DPH is required by HIPAA to enter into a Business Associate Agreement with entities 
which provide functions, activities, or services on behalf of DPH involving the use of PHI; 

NOW, THEREFORE, in consideration of the mutual promises contained herein, DPH and Contractor 
agree as follows: 

1. Terms used but not otherwise defined in this Agreement shall have the same meaning as those 
terms in HIPAA and Title XIII of the American Recovery and Reinvestment Act of 2009 (the Health 
Information Technology for Economic and Clinical Health Act, or “HITECH”), and in the 
implementing regulations of HIPAA and HITECH, now and as they may be amended in the future. 
Together HIPAA, HITECH, and their implementing regulations are referred to in this Agreement as 
the “Privacy Rule and the Security Rule.” 

2. Subject to the limitations of this Agreement, Contractor may use or disclose PHI only to the extent 
necessary to meet its responsibilities as set forth in the Contract, provided that such use or 
disclosure would not violate the Privacy Rule or the Security Rule if done by DPH. 

3. Contractor warrants that the individuals described on Attachment D-1 require access to PHI in 
order to perform services under the Contract. Contractor shall update Attachment D-1 as 
necessary. 

4. Contractor warrants that the individuals described on Attachment D-2 require access to a DPH 
information system in order to perform services under the Contract. Contractor shall notify the 
DPH Project Leader no less than 24 hours in advance if any other individuals will need access to 
the DPH information system 

5. Contractor warrants that only individuals designated by title or name on Attachments D-1 and D-2 
will request or access PHI from DPH, that they will only do so in the performance of services 
under the Contract, and that these individuals will only request the minimum necessary amount of 
information in order to perform those services. 

6. The parties agree that Contractor is a “Business Associate” to DPH within the meaning of the 
Privacy and Security Rule. Contractor shall comply with all obligations of the Privacy Rule and 
Security Rule that apply to DPH, and shall comply with all Privacy Rule and Security Rule 
requirements that apply to Business Associates. Contractor further warrants that it maintains and 
follows written policies and procedures to achieve and maintain compliance with the Privacy and 
Security Rules that apply to Business Associates, and that it will update such policies and 
procedures as necessary in order to comply with the and changes to the Privacy and Security 
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Rules. These policies and procedures, and evidence of their implementation, shall be provided to 
DPH upon request. 

7. All communications related to compliance with this Agreement will be forwarded to the following 
Privacy and Security Contacts: 

A. At DPH: Meredith Grant 

HIPAA Privacy Officer, Office of General Counsel 

2 Peachtree Street, NW, 9 th Floor 

Atlanta, Georgia 30303 

Meredith.Grant@dph.ga.gov 

404-232-1682 

Tamika Bass, CISA, CRISC, CBCP 

Chief Information Security Officer, Office of Information Technology 

2 Peachtree Street, NW, 12 th Floor 

Atlanta, Georgia 30303 

Tamika.Bass@dph.ga.gov 

404-463-0802 


B. At Contractor: 


8. Contractor further agrees: 

A. Contractor will not request, create, receive, use or disclose PHI other than as permitted or 
required by this Agreement, the Contract, or law. 

B. Contractor will establish, maintain and use appropriate administrative, physical, and 
technical safeguards to prevent loss, use, or disclosure of the PHI other than as provided 
for by this Agreement, the Contract, or law. 

C. Contractor will implement and use administrative, physical, and technical safeguards that 
protect the confidentiality, integrity and availability of the electronic PHI that it creates, 
receives, maintains, or transmits on behalf of DPH. 

D. In addition to the safeguards described above, Contractor shall impose access controls 
that restrict access to PHI to the individuals listed on D-1 and D-2, as amended from time 
to time. 

E. Contractor will password-protect and encrypt all electronic PHI for transmission and for 
storage on portable computers and media devices. 

F. Contractor will mitigate, to the extent practicable, any harmful effect that result from a loss, 
use, or disclosure of PHI by Contractor in violation of the requirements of this Agreement, 
the Contract, or law. Contractor shall bear the costs of mitigation, which shall include the 
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reasonable costs of credit monitoring or credit restoration when the use or disclosure 
results in exposure of information commonly used in identity theft (including name, date of 
birth, and Social Security Number.) 

G. Contractor will maintain a written Business Associate Agreement with any agent or 
subcontractor that will create, receive, maintain, or transmit on Contractor’s behalf any PHI 
pertaining to DPH. Such Agreement shall provide that Contractor’s agent or subcontractor 
agrees to the same restrictions and conditions of this Agreement with respect to PHI that 
Contractor receives from DPH, and that Contractor’s agent or subcontractor assumes the 
same duties with regard to the PHI that Contractor has assumed under this Agreement. 
Contractor further agrees that if it becomes aware of a pattern of activity or practice of its 
agent or subcontractor that constitutes a material breach or violation of its agreement with 
Contractor, then Contractor shall take reasonable steps to cure the breach or end the 
violation, and if such steps are unsuccessful, terminate the agreement. 

H. Contractor will immediately report to DPH any “Breach” as defined by 45 CFR 164.402, 
and any known or suspected loss, use, or disclosure of PHI that is not authorized by this 
Agreement, the Contract, or law. 

I. Make an initial report to DPH in writing in such form as DPH may require within three 
business days after Contractor learns of a suspected unauthorized loss, use, or disclosure 
of PHI. This report will include the following: 

i. The nature of the loss, use, or disclosure, a brief description of what happened, the 
date it occurred, and the date Contractor discovered the incident; 

ii. The specific data points of PHI involved in the loss, use, or disclosure; 

iii. The names of all persons with knowledge of the loss, use, or disclosure, and the 
names or categories of persons who may have obtained access to the PHI as a 
result; 

iv. The corrective or investigative actions taken or to be taken in order to mitigate 
harmful effects, and to prevent further losses, uses, or disclosures; 

v. Recommended protective actions to be taken by individuals whose PHI may have 
been lost, used, or disclosed; and 

vi. Whether Contractor believes that the loss, use, or disclosure constitutes a Breach. 

J. Contractor will, upon request by the DPH Privacy Officer or the DPH Information Security 
Officer, provide a complete report of the Breach to DPH including a root cause analysis 
and a proposed corrective action plan. Upon request by DPH, Contractor shall implement 
the corrective action plan and provide proof of implementation. 

K. Contractor will report to the DPH Privacy Officer and the DPH Information Security Officer 
any successful unauthorized access, modification, or destruction of PHI or interference 
with system operations in Contractor’s information systems as soon as practicable but in 
no event later than three business days of discovery. 
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L. Contractor will cooperate with DPH and provide assistance necessary for DPH to 
determine whether a Breach has occurred, and whether notification of the Breach is legally 
required or otherwise appropriate. 

M. If DPH determines that a Breach has occurred as a result of Contractor’s loss, use, or 
disclosure of PHI or failure to comply with obligations set forth in this Agreement or in the 
Privacy or Security Rule, then Contractor will provide all required notices to affected 
individuals, the Secretary of the U. S. Department of Health and Human Services, and the 
media, at Contractor’s expense and in accordance with 45 C.F.R. Part 164 subpart D. 
Such notices shall be submitted in advance to the DPH Privacy Officer for approval. 

N. Contractor will honor requests by DPH or by an individual for access to the individual’s own 
PHI in accordance with 45 CFR 164.524; to make PHI available for amendment, and to 
incorporate such amendments into a designated record set in accordance with 45 CFR 
164.526; to provide an accounting of all disclosures of the individual’s PHI in accordance 
with 45 CFR 164.528; to document any such requests and the Contractor’s response; and 
to notify DPH as soon as practicable of any such requests. 

O. Contractor will provide access to the Secretary of the U.S. Department of Health and 
Human Services to Contractor’s books and records and policies, practices, or procedures 
relating to the use and disclosure of PHI received from DPH, or created or received by 
Contractor on behalf of DPH. 

P. In addition to any indemnification provisions in the Contract, Contractor will indemnify DPH 
from any loss or liability resulting from any violation of the HIPAA Privacy and Security 
Rules or Breach that arises from the conduct or omission of Contractor or its employees, 
agents, or subcontractors. Such liability will include without limitation all actual and direct 
costs, settlement payments, damages awarded, civil penalties, litigation expenses, and 
attorneys’ fees incurred by DPH. 

9. Unless otherwise provided by law, DPH agrees that it will: 

A. Notify Contractor of any new limitation in DPH’s Notice of Privacy Practices in accordance 
with the provisions of the Privacy Rule if such limitation will affect Contractor’s use or 
disclosure of PHI. 

B. Notify Contractor of any change in, or revocation of, permission by an individual for DPH to 
use or disclose PHI if such change or revocation will affect Contractor’s use or disclosure 
of PHI. 

C. Notify Contractor of any restriction regarding its use or disclosure of PHI that DPH has 
agreed to in accordance with the Privacy Rule if such restriction will affect Contractor’s use 
or disclosure of PHI. 

D. Before agreeing to any changes in or revocation of permission by an individual, or any 
restriction to use or disclose PHI, DPH will contact Contractor to determine feasibility of 
compliance. DPH agrees to assume all costs incurred by Contractor in compliance with 
such special requests. 

10. The effective date of this Agreement shall be the same as that of the Contract. Unless otherwise 
terminated, this Agreement shall continue until all of the PHI provided by DPH to Contractor, or 
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created or received by Contractor on behalf of DPH, is destroyed or returned to DPH. 

A. Termination for Cause. Upon violation of a material term of this Agreement by Contractor, 
DPH may provide an opportunity for Contractor to cure the breach and, if Contractor fails 
to cure the breach, terminate the contract upon 30 calendar days’ notice. 

B. Termination for Convenience. In the event that the Contract is terminated for any reason, 
then DPH may terminate this Agreement for convenience. 

C. Effect of Termination. 

i. Upon termination of this Agreement, DPH shall determine whether return or 
destruction of PHI is feasible. If so, then Contractor shall at the direction of DPH 
either destroy the PHI or to return it to DPH, keeping no copies. If DPH determines 
that return or destruction is not feasible, then Contractor shall continue to 
extend the protections of this Agreement to the PHI for as long as Contractor 
maintains the PHI, and shall limit the use and disclosure of the PHI to those 
purposes that make the return or destruction of the PHI infeasible. 

ii. The obligations imposed upon Contractor with respect to its care, use, and 
disclosure of PHI, and its duty to comply with the Privacy and Security Rule with 
regard to such PHI, shall survive the termination of this Agreement and the 
termination or completion of the Contract. 

11. Nothing in this Agreement is intended to confer any rights, remedies, obligations, or liabilities upon 
anyone other than DPH and Contractor. 

12. This Agreement is intended to supplement, and not to diminish or alter, the terms and conditions 
of the Contract. 

Life Resources of Georgia, Inc. 


BY: _ 

SIGNATURE 


TITLE 


DATE 
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ATTACHMENT D-1 


Individuals Permitted to Receive, Use, and Disclose DPH PHI 

The following individual, as employees or agents of Contractor, need access to DPH Protected Health 
Information in order for Contractor to perform the services described in the Contract: 

• Title:_ 

• Title:_ 

• Title:_ 

• Title:_ 

• Title:_ 


Approved methods of secure delivery of PHI between Contractor and DPH: 

• Secure FTP file transfer (preferred) 

• Encrypted email or email sent through “secure tunnel” approved by DPH Information Security 
Officer 

• Email of encrypted document (password must be sent by telephone only) 

• Encrypted portable media device and tracked delivery method 

Contractor must update this list as needed and provide the updated form to the DPH Project Leader. 
Use of DPH Protected Health Information by individuals who are not described on this Attachment D- 
1, as amended from time to time, is a violation of the Agreement. 

DPH Project Leader Contact Information: 
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ATTACHMENT D-2 


Part 1: 


Please initial beside the correct option. Please select only one option. 

_ Contractor DOES NOT need any user accounts to access DPH Information Systems. 

Do not complete Part 2 of this form. 

_ Contractor DOES need user accounts to access DPH Information Systems. Please 

complete Part 2 of this form. 


Part 2: 


Please complete the table below if you indicated that Contractor DOES need any user accounts to 
access DPH Information Systems. Please attach additional pages if needed. 

List of Individuals Authorized to Access a DPH Information System Containing PHI 

The following individuals, as employees or agents of Contractor, need access to DPH Information 
Systems containing DPH Protected Health Information in order for Contractor to perform the services 
described in the Contract: 


Full Name 

Employer 

DPH Information 

System 

Type of Access 
(Read only? Write?) 






















The DPH Project Leader must submit a completed DPH Network Access Request Form for each 
individual listed above, and for anyone who might later be added to this list. 

Contractor must notify the Project Leader identified in the Contract immediately, but at least within 24 
hours, after any individual on this list no longer needs the level of access described. Failure to 
provide this notification on time is a violation of the Agreement. 

Contractor must update this Attachment D-2 as needed and provide the updated form to the 
DPH Project Leader. 


[DPH Form GC-00901A (Rev. 7.2.2013)] 
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